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US Model 

Chassis No. SCC-648E-A 


SERVICE MANUAL 


CHASSIS 


June, 1985 


SPECIFICATIONS 


Television system 

American TV standards 

Channel coverage 

VHF: 2-13 
UHF: 14-69 
Cable TV: 1-125 

Picture tube Microblack Trinitron 

25- inch picture measured diagonally 

26- inch picture tube measured 
diagonally 

114-degree deflection 

Antenna 75-ohm external antenna terminal 

for VHF/UHF/CATV 

Inputs VIDEO 1, 3 INPUT (phono jacks) 

Video: 1 V p-p, 75 ohms 
unbalanced, sync negative 
Audio: 408mVrms (100% modula¬ 
tion, 47 kilohms) 

VIDEO 2 IN AV (AV jack) 

Video: 1 Vp-p, 75 ohms unbalanc¬ 
ed, sync negative 
Audio: 408mVrms (100% modula¬ 
tion, 47 kilohms) 

RGB MULTI INPUT (See next page.) 
CONTROL IN (minijack) 

5V p-p 

75-ohm external antenna terminal 
for VHF/UHF/CATV 
AUX 75-ohm auxiliary antenna 
terminal 

FROM TV STAND connector for the 
optional SU-171 TV stand 



MICROFILM 


Outputs TV OUT (AV jack) 

Video: 1 Vp-p, 75 ohms unbalanc¬ 
ed, sync negative 
Audio: 408mVrms (100% 
modulation, 5 kilohms) 

MONITOR OUTPUT (phono jack) 
Video: 1 Vp-p, 75 ohms 
unbalanced, sync negative 
Audio: 408mVrms (100% 
modulation, 5 kilohms) 

CONTROL OUT (minijack) 

5V p-p 

PHONES (stereo minijack) 

Accepts 8-ohm headphones 
SPEAKER 

Accepts speakers of 8 ohms 
TO CONVERTER terminal 
Power requirements 

120V AC, 60 Hz 
Power consumption 

185 W (max.) 

2.5 W (in standby condition) 

AC outlet Unswitched max. 100 W 

Dimensions 635 x 547 x 478 mm (25 x 215fe x 

18 7 /8 inches) without speakers 
700 x 547 x 478 mm (275/a x 21 s/s 
x 18z/8 inches) including speakers 
Weight (without speakers) 

47.5 kg (1041b lloz) 

— Continued on page 2 — 


CABLE COMPATIBLE TV 



CTV 
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Accessories supplied 

Side-mounting speakers (Weight ap¬ 
prox. 1.5 kg each)with speaker cords 

.1 pair 

35 cm 2 (5.4 in 2 ), APM unit 

55 cm 2 (8.5 in 2 ), Bass radiator 

unit 

Remote Commander RM-727 
with 2 size AA batteries 

Connecting cable.1 

Antenna connector (300 ohm to 
75 ohm matching transformer) 
. 1 


Optional accessories 

TV stand with foot pedals SU-171 
TV stand SU-172 

Audio/Video connecting cables (See 
page 12) 

U/V mixer EAC-66 

RGB multi connector PX-34 

Plug adaptor PC-33 

Audio connecting cable RK-74A 


Pin No. 

Signal assignment 

1 

+5 V power supply 

2 

+5 V power supply 

3 

Audio (R) input ground 

4 

Ground 

5 

Remote control ground 

6 

Composite video output 
ground 

7 

Audio (L) input ground 

8*, 9*, 10* 

Ground 

11 

Ground 

12*,13* 

Ground 

15* 

Ground 

16 

Ground 

20 

Audio (R) input 

21 

Mode select 

23 

Composite video output 

24 

Audio(L) input 

25 

Red input 

26 

Green input 

27 

Blue input 

29* 

Blanking input 

30* 

H. sync or composite sync 

31* 

V. sync 

33 

RGB/NORMAL mode select 

34 

Audio select 

14, 17, 18, 19, 

22, 28, 32 

Not in use 


* For No. 8 and 25, 9 and 26,10 and 27,12 and 29,13 and 30, or 
15 and 31 connections, use a twisted-pair lead. 

Design and specifications subject to change without 
notice. 


SAFETY-RELATED COMPONENT WARNING!! 

COMPONENTS IDENTIFIED BY SHADING AND MARK 
A ON THE SCHEMATIC DIAGRAMS, EXPLODED 
VIEWS AND IN THE PARTS LIST ARE CRITICAL TO 
SAFE OPERATION. REPLACE THESE COMPONENTS 
WITH SONY PARTS WHOSE PART NUMBERS APPEAR 
AS SHOWN IN THIS MANUAL OR IN SUPPLEMENTS 
PUBLISHED BY SONY. CIRCUIT ADJUSTMENTS 
THAT ARE CRITICAL TO SAFE OPERATION ARE 
IDENTIFIED IN THIS MANUAL. FOLLOW THESE PRO¬ 
CEDURES WHENEVER CRITICAL COMPONENTS ARE 
REPLACED OR IMPROPER OPERATION IS SUSPECTED. 
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SAFETY CHECK-OUT 


After correcting the original service problem, 
perform the following safety checks before releasing 
the set to the customer: 

1. Check the area of your repair for unsoldered or 
poorly-soldered connections. Check the entire 
board surface for solder splashes and bridges. 

2. Check the interboard wiring to ensure that no 
wires are “pinched” or contact high-wattage 
resistors. 

3. Check that all control knobs, shields, covers, 
ground straps, and mounting hardware have 
been replaced. Be absolutely certain that you 
have replaced all the insulators. 

4. Look for unauthorized replacement parts, par¬ 
ticularly transistors, that were installed during a 
previous repair. Point them out to the customer 
and recommend their replacement. 

5. Look for parts which, though functioning, show 
obvious signs of deterioration. Point them out 
to the customer and recommend their replace¬ 
ment. 

6. Check the line cord for cracks and abrasion. 
Recommend the replacement of any such line 
cord to the customer. 


7. Check the condition of the monopole antenna 
(if any). 

Make sure the end is not broken off, and has 
the plastic cap on it. Point out the danger of 
impalement on a broken antenna to the 
customer, and recommend the antenna’s 
replacement. 

8. Check the B+ and HV to see they are at the 
values specified. Make sure your instruments 
are accurate; be suspicious of your HV meter 
if sets always have low HV. 

9. Check the antenna terminals, metal trim, 
“metallized” knobs, screws, and all other 
exposed metal parts for AC leakage. Check 
leakage as described below. 


To Exposed Metal 
Parts on Set 


0.15 pF 




AC 

voltmeter 
(0.75 V) 


Earth Ground 


Fig. A. Using an AC voltmeter to check AC leakage. 


LEAKAGE TEST 

The AC leakage from any exposed metal part to 
earth ground and from all exposed metal parts to any 
exposed metal part having a return to chassis, must 
not exceed 0.5 mA (500 microampers). Leakage 
current can be measured by any one of three 
methods. 

1. A commercial leakage tester, such as the 
Simpson 229 or RCA WT-540A. Follow the 
manufacturers’ instructions to use these instru¬ 
ments. 

2. A battery-operated AC milliammeter. The Data 
Precision 245 digital multimeter is suitable for 
this job. 

3. Measuring the voltage drop across a resistor by 
means of a VOM or battery-operated AC volt¬ 
meter. The “limit” indication is 0.75 V, so 
analog meters must have an accurate low- 
voltage scale. The Simpson 250 and Sanwa 
SH-63Trd are examples of a passive VOM that 
is suitable. Nearly all battery operated digital 
multimeters that have a 2 V AC range are 
suitable. (See Fig. A) 

HOW TO FIND A GOOD EARTH GROUND 

A cold-water pipe is guaranteed earth ground; the 
cover-plate retaining screw on most AC outlet boxes is 
also at earth ground. If the retaining screw is to be 
used as your earth-ground, verify that it is at ground 
by measuring the resistance between it and a cold- 
water pipe with an ohmmeter. The reading should be 
zero ohms. If a cold-water pipe is not accessible, 
connect a 60—100 watts trouble light (not a neon 
lamp) between the hot side of the receptacle and the 
retaining screw. Try both slots, if necessary, to locate 
the hot side of the line, the lamp should light at 
normal brilliance if the screw is at ground potential. 
(See Fig. B) 
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SECTION 1 
GENERAL 

1-1. FEATURES 


• New Microblack™ Trinitron picture tube with more 
finely pitched aperture grille for higher resolution, 
higher contrast picture 

• Built-in stereo decoder decodes MTS (Multichannel 
TV Sound) broadcasts into left and right stereo or 
SAP (Second Audio Program) channels* 

• Multi-band VHF/UHF/CATV tuner receives up to 125 
cable channels for a total of 181 possible off-air and 
cable channels 

• Supplied detachable speakers featuring Sony’s APM 
(Accurate Pistonic Motion) technology, magnetically 
shielded to provide superb sound reproduction with 
no interference to picture quality 

• Two built-in video and L/R audio line inputs and a 
new AV uniconnector allow direct hook-up to VCRs, 
video disc players, video games or other audio/video 
sources. The AV uniconnector receives combined 
video and L/R audio signals for one easy connection. 

• Built-in video and L/R audio line outputs provide the 
selected output from the TV tuner or any of the equip¬ 
ment connected to the audio-video line inputs or the 
AV uniconnector. 

• An AV (audio and video combined) type output jack 

for continuous output from the TV tuner and .easy 
connection 

• An AC outlet provides ac power of 100 W max. for a 
microcomputer to be connected. 

• Built-in RGB input for higher resolution display of 
computer-generated text and color graphics 

• Full-function RM-727 Remote Commander provides 
wireless control of all operating controls 


• On-screen displays for easy reference to operating 
modes and adjustments 

• Dynamic Focus™ circuitry automatically focuses the 
scanning electron beam for enhanced sharpness 
over the entire picture, especially in the corners. 

• Auto white balance (AWB) 

The AWB circuitry constantly monitors the color 
signal being received and adjusts the color level to 
help keep it consistent and well-balanced. 

• Digital colorpure filter 

With the advanced digital colorpure filter, this televi¬ 
sion offers picture performance with enhanced color 
resolution and extremely sharp focus with minimum 
color spill or distortion. 


Sony Home Management Helper (HMH) system 

A handy convenience feature that will help you run 
your home more efficiently with your TV. Using the 
Remote Commander, you can record birthdays and 
other important dates, list appointments, and enter 
due dates for bills and other financial matters 
—the HMH system will automatically warn you every 
day for two weeks before these dates arrive! In addi¬ 
tion, you can preset times for the TV to turn on and 
off, to operate a VCR, and even prevent programs 
from being watched. For details on operating the 
HMH system, refer to the separate operating manual. 


♦ Depends on availability of off-air stereo broadcasts. 
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1-2. LOCATION OF CONTROLS 

For details on the use of each control, refer to the pages 
indicated in brackets. 

See page 10 for the location of jacks and controls on the 
back. 
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L 


1-3. SET-UP 
SPEAKERS 

Placement 


Attaching the speakers to the TV 



If desired, the speakers can be placed separately from 
the TV by unfolding the stand. 



• Adjust the angle of the speakers, for best sound pro¬ 
duction. 


Caution 

• Be sure to use speakers that are rated at 8-ohm im¬ 
pedance with normal power holding capacity of 
more than 10W. 

• Make sure that none of the wire strands stick out, 
making contact with the neighboring speaker ter¬ 
minals. 

• If you have connected a pair of speakers other than 
the supplied speakers, make sure to place the TV 
set at a distance away from the speakers so that it 
will not be affected by the speaker magnets. If a 
temporary proximity to magnets should cause por¬ 
tions of the picture to have poor color, turn the 
POWER off, and after about 10 minutes, turn it on 
again. 

Speakers with low magnetic flux leakage such as the SS- 

X10A speaker systems (optional) may be placed near the set. 


Connection 


The speaker cord marked with a red line should be con¬ 
nected to the © (red) terminal and the cord unmarked to 
the © (black) terminal for correct in-phase operation. 



If desired, larger 8-ohm speakers can be used as long as 
they are rated at 8-ohm impedance. 

Expose and twist the wire ends of the cords of your 
speakers as illustrated below, and make the correct © 
© connections. For large speakers, set BASS BOOST 
switch on the TV to “OFF” to prevent excessive bass. 



5 /8" (15mm) 


Strip about 5 /s" (15mm) and then twist the 

of the wire insulation wire ends, 

from the ends... 


• Never connect an amplifier and this TV simulta¬ 
neously to the speakers as this may damage the TV. 
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1-4. OPERATION 


Preparation 

Make sure the following are properly set. 

• On-screen “VIDEO 1,2 or 3”, “EXT-A” or “RGB”* in¬ 
dicators and the RGB or VIDEO lamp should be off. 
(Press TV/VIDEO button or RGB button as many 
times as necessary until they go out.) 

• AUTO STEREO selector should be set to ON 
(depressed). 

Depending on the channel to be viewed, check the 
following and change as necessary. 

• CABLE ON/OFF button 

For VHF and UHF channels, set to OFF n. 

For cable TV channels, set to ON in. 

• On-screen “AUX”* indicator 

(Press ANT/AUX button to change as necessary.) 
For VHF, UHF and regular cable TV channels: 

The indicator should be off. 

For pay cable TV channels: 

The indicator should be displayed. 


*The displays, “VIDEO”, “EXT-A”, “RGB” or “AUX” indicate 
that signals fed in through the VIDEO 1/3 INPUT jacks, 
VIDEO 2 IN AV uniconnector, the external audio jacks, the 
RGB MULTI INPUT connector or through the AUX terminals 
are being received. 

1 Press POWER to turn on the TV. 

The channel number will be displayed on the screen 
and the SLEEP lamp will light up for several seconds. 

2 Select channels in one of the following two ways. 

• Press the numeral(s) of the channel and then 
press ENTER. 

Ex. To select channel 6, press 6 and then ENTER. 
To select channel 125, press 1, 2, 5 and then 
ENTER. 

If you pressed a wrong numeral, wait for a few 
seconds and it will disappear. Then try again. 

• Press CHANNEL “+” for higher-numbered chan¬ 
nels and for lower-numbered channels. Preset 
channels will appear in sequence. (For presetting 
desired channels, see page 9.) 

The channel display will remain on the screen for a 
few seconds. To keep the display on the screen, 
press DISPLAY. 

3 Adjust the volume and picture to your preference, if 
necessary. 

Press VOLUME “+” to increase volume, or to 
decrease it. 

Press PICTURE “+” to increase picture contrast, or 
to decrease it. 

To mute the sound immediately, press MUTING. The 
“MUTING” display will appear and remain on the 
screen. Press it again to restore the sound to its 
previously-set level or press VOLUME “+”. 

To turn off the set, press POWER again. 

To have the set turn off automatically after one hour, 

press SLEEP. The “SLEEP” display will appear on the 
screen a few seconds and the SLEEP lamp on the TV 
will remain lit for one hour. 

To cancel the sleep timer, press SLEEP again so that 
the “SLEEP” display turns off, or turn off the TV. 


LISTENING TO MULTICHANNEL TV SOUND(MTS) 
BROADCASTS 


In the years to come, an increasing number of pro¬ 
grams will be broadcast in stereo. Called Multichan¬ 
nel TV Sound or MTS, the new technology will greatly 
enhance TV viewing by bringing you programs with 
high fidelity stereo sound. MTS also provides for an 
extra channel called the Second Audio Program or 
SAP which broadcasters can use to transmit a se¬ 
cond language for bilingual transmissions or some 
other sound track. 


To receive a stereo program 

Normally set the AUTO STEREO selector to ON (de¬ 
pressed). In this position, the STEREO lamp on the TV 
will light up whenever a stereo broadcast is received. 
To listen to the stereo sound, select the MAIN mode 
with the MTS button so that the on-screen MAIN in¬ 
dicator appears. The stereo sound will be heard from 
the left and right speakers. 

Every push on the MTS button changes the indicator 
below the channel number as follows: 


MAIN 


SAP- 


-BOTH 


When there is a SAP (Second Audio Program) broadcast 

Select the SAP mode so that the SAP indicator is 
displayed and only the SAP sound is heard from both 
speakers. 

To listen to both MAIN and SAP broadcasts 

Select the BOTH mode so that the BOTH indicator is 
displayed. The MAIN and SAP sounds come out from 
the left and right speakers respectively. 

The MAIN sound becomes monaural(mixed) even if it is 
a stereo broadcast, as the sound comes only from the 
left speaker. 

Notes 

• The selected mode will be retained even after the 
power is once turned off. 

• There may be cases of stereo broadcasts where ex¬ 
cessive “noise” will be heard due to a weak incoming 
signal. By switching the AUTO STEREO selector to 
OFF and returning to a monaural mode, the noise 
should be eliminated. 

• When the SAP mode is selected and there is no SAP 
broadcast, no sound is heard from the speakers. (If 
the BOTH mode is selected, the sound is heard only 
from the left speaker.) 

• SAP broadcasts are always transmitted with the 
MAIN broadcast. 
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Use of headphones 

For private listening of sound, connect a pair of 8-ohm 
headphones (optional) to the PHONES jack. The sound 
from the speakers will be cut off automatically. 



If the plug of your headphones is a stereo phone-type 
plug, use the optional Sony PC-33 plug adaptor. 



An earphone can also be connected to listen to the 
monaural (left channel) sound. 



Selected 

item 

-/( L) button 

+/(R) button 

1- 

HUE 

Skin tones 

Skin tones 

UJ 

5 


become purplish 

become greenish 

h* 

CO 

COLOR 

For less color 

For more color 

z> 

—> 


intensity 

intensity 

< 

BRIGHT 

For less 

For more 

111 

cc 


brightness 

brightness 

£ 

SHARP 

For less 

For more 

CL 


sharpness 

sharpness 


TREBLE 

To decrease treble 

To increase treble 

t- 


response 

response 

Q LU 
Z £ 

BASS 

To decrease bass 

To increase bass 

OJ2 


response 

response 


BALANCE 

To emphasize the 

To emphasize the 

< 


left speaker’s 
volume 

right speaker’s 
volume 


ADDITIONAL PICTURE AND SOUND ADJUST¬ 
MENTS 

(Hue: Color: Brightness: Sharpness: Treble: Bass: Ba¬ 
lance) 

Additional picture and sound adjustments besides the 
adjustments made by the PICTURE and VOLUME but¬ 
tons can be made as follows although your TV comes 
with its picture and sound preset at the factory for op¬ 
timum performance. 

The adjustments made can be cleared and the factory 
preset levels will be restored at once when the RESET 
button is pressed. (A “RESET” indicator will appear for 
a few seconds.) 

Controls are inside the front panel. 


On-screen color-bar displays 

When any of the above adjustments are made, a colored 

segmented bar appears on the screen to indicate the 

appropriate setting level. 

• The HUE setting is indicated by the ratio of the red (left) and 
green (right) segments. 

• The COLOR level is indicated by the number of red 
segments. 

• The BRIGHT, SHARP, TREBLE and BASS levels are indi¬ 
cated by the number of green segments. 

• The stereo BALANCE is indicated by the ratio of the green 
(left) and red (right) segments. 

• While the VOLUME or PICTURE button is pressed, the 
number of green segments show the sound or picture level. 



-ADJUSTMENT ■ 


+ 




(L) 


(R) 


LEVEL* 



1 Press SELECT button consecutively until the on¬ 
screen display of the item you desire to adjust ap¬ 
pears. 

The display will change as follows: 

HUE - COLOR - BRIGHT - SHARP - TREBLE - 
BASS - BALANCE -* back to HUE 

The display wjll disappear after a few seconds but 
will appear again when the next step is taken. 

2 Press LEVEL +(R)/-(L) button to adjust the selected 
item. 
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1-5. PRESETTING CHANNELS 



ADDING CHANNELS 

1 Select the channel to be added by pressing the chan¬ 
nel number buttons and then ENTER. 

2 Press ADD. 

A “+” indication will appear on the left of the chan¬ 
nel display on the screen, indicating that the chan¬ 
nel will appear in the proper numerical sequence 
when you press CHANNEL+/-. 

Repeat steps 1 and 2 for other channels to be added. 


ERASING CHANNELS 

1 Select the channel to be erased. 

2 Press ERASE. 

A indication will appear on the left of the chan¬ 
nel display on the screen, indicating that the chan¬ 
nel has been erased. When CHANNEL +/- are 
pressed, you will see that the channel is skipped 
over in the numerical sequence. 

Repeat steps 1 and 2 for other channels to be erased. 
To add erased channels again, follow the steps in 
‘‘ADDING CHANNELS”. 

Note 

You cannot erase a VHF or UHF channel from the 
memory and retain a cable TV channel which has the 
same number, or vice versa. If either a VHF/UHF chan¬ 
nel or a cable TV channel with the same number is to be 
kept in the memory, do not erase the number. 


Receivable channels of your set are: 

VHF: 2-13 
UHF: 14-69 
CATV:1-125 

By adding and erasing channels, you can preset your TV 
so that only the desired channels appear in sequence 
when the CHANNEL +/- are pressed. 


PREPARATION 

1 Turn on TV. 

2 Make sure the following are properly set. 

On-screen “VIDEO 1, 2 or 3”, “EXT-A” or “RGB” in¬ 
dicators and the RGB or VIDEO lamp should be off. 
(Press TV/VIDEO button or RGB button as necessary 
until they go out.) 

3 According to the channel to be added or erased, 
check the following and make the necessary changes 
if any. 

• CABLE ON/OFF button 

For VHF and UHF channels, set to OFF n. 

For cable TV channels, set to ON 

• On-screen “AUX” indicator 

(Press ANT/AUX button as necessary.) 

For VHF, UHF and regular cable TV channels: 

The indicator should be off. 

For pay cable TV channels: 

The indicator should be displayed. 
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6. APPLICATIONS WITH OTHER OPTIONAL 
EQUIPMENT 

This unit is equipped with various input/output jacks 
and terminals for your desired equipment to be con¬ 
nected. 

For details on the various optional connecting cables to 
be used, see “OPTIONAL AUDIO/VIDEO CONNECTING 
CABLES” on page 13. 


Note 

• The TV channel (and therefore the output of this jack) will 
change if you press the channel number or CHANNEL 
scan buttons even while the on-screen "RGB” indicator 
or RGB lamp is lit. 

• The TV channel cannot be changed when the on-screen 
“VIDEO” indicator or VIDEO lamp is lit. 


Front 



O VIDEO 2 IN (input) AV uniconnector (AV jack) 

Connect to the video and audio output jacks of a 
video cassette recorder or microcomputer. Video and 
audio signals are transmitted simultaneously. 

G TV OUT (output) jack (AV jack) 

Connect to the video and audio input jacks of a video 
cassette recorder to record the output of the TV’s 
built-in tuner. The TV tuner output will always be sup¬ 
plied even while other input signals are being viewed 
on the screen. 


Q RGB MULTI INPUT connector (34-pin jack) 

This connector allows direct RGB hook-up to a 
microcomputer having RGB output. 

When connecting the microcomputer, use a connect¬ 
ing cable with a 34-pin plug that will match the RGB 
output of the equipment to the pin assignment of this 
connector designated on page 2. 



To connect a cable with loose 
signal leads instead of a plug, use 
an optional PX-34 RGB multi con¬ 
nector. For details on the arrange¬ 
ment and the connection of the 
leads, read the instruction manual 
of the PX-34. 


O VIDEO 1 INPUT jacks 
G VIDEO 3 INPUT jacks 

Connect to the video and audio output jacks of a 
VCR*, video disc player, etc. 


© 

© 


_ VIDEO jack_ 
(phono, yellow) 

_ AUDIO L jack 
(phono, white) 


to video output jack 

to audio L (left channel) 
output jack 



AUDIO R jack_ to audio R (right channel) 

(phono, red) output jack 


If you connect an audio source to ihe AUDIO L jack only, you 
will be able to hear the monaural sound received through this 
jack from both speakers. 

♦ You will achieve better picture and sound quality than by 
connecting the VCR only to the antenna terminal. 

G External audio (L/R) jacks 

An external audio source can be connected to these 
jacks to be combined with the picture of the selected 
TV program. Connect to the audio/line output of the 
audio source. 


To record a TV program while viewing another video To view FM simulcasted programs, 
source 

1 Select the TV channel you desire to record. 

2 Start recording on the VCR. 

3 Press either TV/VIDEO button or RGB button to 
select the desired source to be displayed. 
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O MONITOR OUTPUT jacks (phono type) 

Connect to the video and audio input jacks of a video 
cassette recorder or color monitor. Either the TV or 
VCR signal selected by the TV/VIDEO button is sup¬ 
plied. 

To record only the sound, connect the audio input 
jacks of a tape recorder to the AUDIO L and R jacks 
with a connecting cable such as the optional RK-74A. 

Note 

The RGB signals are not supplied (and therefore will not 
be recorded on the connected VCR) from these jacks 
even when the RGB signals are displayed on the screen. 

O VIDEO 3/EXT(external)-AUDIO selector 

If you have connected a VCR, video disc player, etc., 
to the VIDEO 3 INPUT jacks, set to “VIDEO 3”. 

If you desire to mix the sound of the external audio 
source connected to the O External audio jacks with 
the picture of the TV program, set to “EXT-AUDIO”. 


VHF/UHF/CATV antenna 
terminal 



O H CENT (horizontal centering) controls 

When a microcomputer is connected to the TV at the 
RGB MULTI IN connector, the display may be shifted 
off center to the left or right of the screen. 

In this case, center the display by pressing one of the 
two buttons. The newly set position will be memoriz¬ 
ed when the button is released, but cancelled when 
the power is turned off. If both buttons are pressed 
simultaneously after the proper position is set, the 
newly set position will be memorized even after the 
power is turned off. (“H CENT” will appear momen¬ 
tarily, on the screen indicating that it will still be 
memorized.) 

When the RESET button is pressed, this adjustment 
will return to the factory preset level together with 
the other picture adjustments. 

<D ® CONTROL IN/OUT jacks 

These jacks are for connecting a future audio or 
video product also equipped with similar CONTROL 
IN or OUT jacks for the expansion of your audio-video 
system. 

If you connect the CONTROL OUT jack to the CONT¬ 
ROL IN jack of a Betamax remote control VCR, you 
will not only be able to control the VCR through the 
remote control detector of this TV but also preset 
timer recordings and playback of the VCR with the 
HMH system. 

© FROM TV STAND connector (6-pin DIN) 

Connect the optional SU-171 TV stand which will 
enable you to turn on and off the power, adjust the 
volume, and select the channel of this TV with foot 
pedals. 

® AC outlet 

Provides ac power of 100 W max., for connecting 
microcomputers. 

Caution: Do not connect electrical home appliances 
such as an electric iron, fan, VTR, audio component, 
or other high-wattage equipment to this outlet. 

<D BASS BOOST ON/OFF switch 

When the supplied side-mounting speakers are used, 
set this switch to ON to enhance the bass sound. 
When a larger speaker system is used, set this 
switch to OFF to prevent excessive bass. 
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1-7. CONNECTIONS 

OPTIONAL AUDIO/VIDEO CONNECTING CABLES 


1-8. SELECTING THE VARIOUS AUDIO AND 
VIDEO SOURCES 


The optional connecting cables to be used for connect¬ 
ing other equipment depend upon what type of audio 
and video jacks the equipment you desire to connect 
has. The following charts will help you choose which 
cable you should use. 


Cables to be connected to the VIDEO 1 and 3 INPUT 
jacks 


The type of audio and 
video jacks of the equip¬ 
ment to be connected. 

Connecting cable to be used 

Video Audio (L, R) 

(phono-type) (phono-type) 

© © © 

VMC-1P3 (1 m)* 
0>\ (supplied) 

Ob/ 

Video Audio 

(phono-type) (mini-type) 

© © 

VMC-1MP3 (1 m), 

C^^mrrv -2MP3 (2m) 

NnaCX> 

Video Audio 

(phono-type) (phono-type) 

© © 

VMC-609MS ymso 



VIEWING THE PICTURE OF THE EQUIPMENT 
CONNECTED TO THE VIDEO 1/3 INPUT or VIDEO 
2 IN UNICONNECTOR 

(If the “RGB” indicator is lit, press RGB button to turn it 
off.) 

Press the TV/VIDEO button until the “VIDEO 1, 2 or 3” 
indicator of the VIDEO input jacks from which you 
desire the signals to come from appears. 

The VIDEO lamp will light up. 


The picture of 
the selected 
VCR 


VIDEO lamp 



♦ Use the optional VMC-2P3 (2 m) if the cable is too short. 


Cables to be connected to the VIDEO 2 IN and TV OUT 
(AV type) jacks 


The type of audio and 
video jacks of the equip¬ 
ment to be connected. 

Connecting cable to be used 

Video Audio (L, R) 

(phono-type) (phono-type) 

© © ® 

VMC-610S 

Video Audio 

(phono-type) (phono-type) 

© © 

=0% VMC-612MS 

♦ The PC-21 is supplied 
to the cable for a mini-type 
audio input. 


The following are few examples of the possible connec¬ 
tions. 


NOTES ON CONNECTION 

• Before connecting, make sure that the power to 
each piece of equipment'is turned off. 

• The plugs should be fully inserted into the jacks. A 
loose connection may cause hum and noise. 

• Match the color when connecting the plugs to the 
jacks. 


Every time you press the TV/VIDEO button, the display 
will change as follows: 

VIDEO VIDEO 2-VIDEO 3* - TV channel 

t_I 

Adjust the volume with the VOLUME buttons. 

♦ Set VIDEO 3/EXT-AUDIO selector on the rear panel to 
"VIDEO 3” if “EXT-A” appears. 


The channel number buttons on the Remote Com¬ 
mander or the channel scan buttons will not func¬ 
tion while the VIDEO lamp is lit. 


TO LISTEN TO THE SOUND OF THE AUDIO 
SOURCE CONNECTED TO THE EXTERNAL 
AUDIO JACKS 

1 Set VIDEO 3/EXT-AUDIO selector to “EXT-AUDIO”. 

2 Press TV/VIDEO button as many times as necessary 
until the on-screen “EXT-A” appears. 
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VIEWING THE DISPLAY OF THE EQUIPMENT 
CONNECTED TO THE RGB MULTI INPUT CON¬ 
NECTOR 

Press the RGB button to display the “RGB” indicator. 
The RGB lamp will light up. 


The picture 
of the 
connected 
equipment 


Adjust the volume with the 
RGB lamp VOLUME buttons. 



Viewing superimposed pictures 

If the equipment connected to the RGB MULTI INPUT 
connector has a function of superimposing its RGB out¬ 
put on TV programs or on other video sources and you 
desire to view the superimposed picture, 

1 Take the necessary steps to set the connected equip¬ 
ment into the superimposing mode. (For details, read 
the instruction manual of the connected equipment.) 

2 Select the VIDEO 1, 2 or 3 or the TV mode with the 
TV/VIDEO button to select the input on which you 
desire to have the RGB input superimposed. 

3 Press the RGB button so that the on-screen “RGB” 
indicator or the RGB lamp is lit. 

To return to the normal TV program or to the picture of 
the VCR, press RGB again. 


To have the indicators remain on the screen, press 
the DISPLAY button on the Remote Commander. 
When the RGB input is superimposed on TV pro¬ 
grams or on the VCR display, the selected channel 
or VIDEO 1, 2 or 3 indicator will appear for a few 
seconds first. 


Notes 

• The HUE, COLOR and SHARP (sharpness) adjust¬ 
ments are non-effective for the displayed RGB input. 
Adjust the picture with the PICTURE buttons or by 
adjusting the BRIGHT (brightness). 

• The selected source is retained even when the power 
is turned off once. 
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SECTION 2 
DISASSEMBLY 







2-4. POWER BLOCK ASSY REMOVAL 


© Remove the two nut (M2). 



washer 
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Be sure to short-circuit the anode of 
picture tube and the anode cap to 
ground after removing the anode cap. 
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SECTION 3 
ADJUSTMENTS 


3-1. SCREEN DISPLAY IN SERVICE MODE 



Adjustment Menu Display 
/Green: normal service mode \ 
l Black: white balance mode J 

Display 

/ Characters \ 

<—4—adjustment acceptance ' 
possible 

+ 


I READ-MI 
I WRITE-MI 


EAROM write-in OK 


The following settings are for service mode: 

Brightness 68% 

Color depth 50% 

Picture 50% 

Hue 50% 

Sharpness 50% 

(“Color depth” is 0% in white balance mode. 
Brightness is 0% in sub-bright mode.) 

3-2. SERVICE MODE FUNCTIONS USING USER 
COMMANDER 


EXIT m WB □ 



ANT/AUX TV/VIDEO RGB W RITE- M 

m rn r~! i—in 

V- SI2E V-LIN H-SIZE 

m go 


CD 


BKG-R BKG-G BKG-B 


r~5~i [xi 

DRV-R DRV-G DRV-B 

CD CD 

PIN-A CW-FO EXEC 

□ CD 


S-BRT 

CD 


PIN-P 

CD 

ACC 

□ 


□ 


[XI S p^ HUE°CNT CHANNEL 


CD 

ENTER 


PIX 


□ 

HUE 


□ 

CHANb 

□ 


3-3. SERVICE MODE TABLE FOR RM-727 USER 
COMMANDER 

(B board service switch (S2001) ON) 

* Keys relating to CANVAS should not be operated. 


User (KEY) 

Service Function (KEY) 

Menu ( ) 

Muting 

READ-M 

23 

Sleep 

WRITE-M 

24 

Level adj. (right) 

0 


Level adj. (left) 

E 


Standard 

EXIT 


Function selection 

W/B 

9 

1 

V-SIZE 

2 

2 

V-LIN 

4 

3 

H-SIZE 

6 

4 

BKG-R 

10 

5 

BKG-G 

11 

6 

BKG-B 

12 

7 

DRIVE-R 

14 

8 

DRIVE-G 

15 

9 

DRIVE-B 

16 

10 

CW-FO 

13 

12 

EXEC 


P1C + 

S. BRT 

17 

PIC- 

S. CONT 

19 

VOL + 

ACC 

18 

VOL- 

HUE CENT 

20 

Channel display 

PIN-A 

7 

Multiplex 

PIN-P 

8 

CH + 

CH + 


CH - 

CH - 


TV/Video 

TV/Video 


RGB 

RGB 



3-4. USING THE USER COMMANDER 
Example: H SIZE 


Service 


A 


No. 6 


100 

Service 



1. Service mode switch 
(S2001) ON. 

2. Set power supply ON. 
READ-M “ON” 
EXEC “ON” 


1. |H SIZE | “ON” 

2. Adjust using [+1.[—1 • 


* 
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* 


* 


No. 24 

1.1WRITE-M | “ON” (+ -) 

No. 12 

+ - 

2. | EXEC | “ON” (+ -) 

0 

Service 


Service 


I * 


— 

Data write-in completed 

No. 10 



90 

Service 


Service 


i.1 drv-b1 “on” 

2 - [+1 r~1 set at “0” 


i. |bkg-r| “ON” 
2.0 El set at “90” 


* 


* 



1. [exit] “ON”. 

• No. 14 


2. Service mode switch 

• No. 15 


(S2001) OFF 



Normal TV mode 




Service 


1. IDRV-G 

2 . 


DRV-R 


Adjust in No. 14 and 
No. 15 modes with the 
0,0 buttons. 


3-5. WHITE BALANCE ADJUSTMENT USING USER 
COMMANDER 


1. Service mode switch 
(S2001) ON 

2. Power supply ON 


* 


1. 1WB | “ON” 

Mode display at this 
time is black. 


* 

1. |S. CONTl “ON” 
2.00 set at “53” 






1. | WRITE | “ON” (+ -) 


1.1 EXEC | “ON” (+ +) 


When lwBl is turned 
ON, «- <- mode changes 
from B/W <- <- to green 
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* 



I EXIT I “ON” 
Normal TV mode 


3-6. SETUP ADJUSTMENTS 

"DYNAMIC CONVERGENCE Adjustment' 
Preparation: 

• Before starting, perform Horizontal and Vertical 
Static Convergence Adjustment. 

1. Loosen deflection yoke screw. 

2. Remove deflection yoke spacers. 

3. Move the deflection yoke for best convergence. 

4. Tighten the deflection yoke screw. 

5. Install the deflection yoke spacers. 

6. Adjust the Y.CROSS (RV502) and Y. BOW 
(RV501), so that RED and BLUE shown in Fig.- 
1 will become a=b=c. 


R B 



1 

1 


1* 


1 


i" 

_i_ 


Fig. 1 


7. Match the horizontal convergence at the center of 
the screen with H STAT VR 

8. Adjust the CORNER BOW (RV503), so that 
RED and BLUE shown in Fig.-2 will become a= 
b=c and d=e=f. 

Note: At this point if the relationship between a=c 
or d=f is not established, adjust the Y • CROSS 
(RV502) again. 


9. Match the horizontal convergence at the center of 
the screen with the H STAT VR. 

10. Adjust the H TILT (RV500) so that the RED 
and BLUE shown in Fig.-3 will become a=b. 


R B R B 



11. Adjust the H AMP (RV504) so that the RED 
and BLUE shown in Fig.-4 will become 2=2b. 


R B R B R B 



12. Match the horizontal convergence at the center of 
the screen with the H STAT VR 

13. When the H AMP is adjusted repeat the pro¬ 
cedures described in Steps 5 to 7. 

14. If divergence of the convergence exists at the corner 
of the screen, the adjustments described in Steps 
after 3 should be repeated. 


R B R B 


r 

~1- 

j j ( 

T1 

l* 

1 

TT 

r 

l 

! i 

— H— 

^1 

L 

i 

_J_ 


Fig. 2 
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BAR DISPLAY POSITION Adjustment 

1. Input a crosshatch signal. 

PICTURE VR MAX 
BRT VR 50% 

2. Adjust bar display with LI02 as shown in figure. 



SCREEN (G 2 ) Adjustment 

Supply 180V DC to the R. G. B cathode voltage and 
adjust with G 2 VR (RV701) immediately prior to 
the disappearing of the luminscent line. 


2. (Cut-off mode) 



(MEMORY OK) 

3. Input a B/W signal and adjust so that the dark 
portion glows faintly during cut-off, with |s. BRT| 
mode. 


WHITE BALANCE Adjustment 


1. Input the white signal and service switch (S2001) 
to ON. 



(MEMORY OK) 


FOCUS Adjustment 


Adjust FOCUS control on the flyback transformer 
for a best focus. 


CW fo Adjustment 


1. Input a color bar signal. 

2. With power supply switch OFF, turn the “service 
switch” (S2001) mounted on the B board ON. 

3. Turn the power switch ON. Check that the words 
“service” is displayed on the screen at this time. 

4. With RM-727 “Service Key”. 



ON 

ON 


5. Check that “No. 13” and the current value are 
displayed in the upper right section of the screen. 

6. While observing the screen, adjust by pressing the 
|~+] or Q button so that “color flow” stops or 
shifts horizontally. 
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3-7. CIRCUIT ADJUSTMENTS 
3-7-1. D Board Adjustment 


^ _ ' — 


..#$1 s ! 


&> m ^j^k v; -J? Board p 

I | ^ 

"° s ^fe jf^ p « ■,f? 0 

i %$*%* ci 



digital multi-meter 



1. Inputarnonoscope signal. 

2. Adjust L4201 so that Q4201 collector voltage is 
2.5V DC. 
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3-7-3. C Board Adjustment 


oscilloscope 


1. Inpu t a color bar signal. 

2. With power switch OFF, turn the "service switch" 
(S2001) mounted on the B board ON. 

3. Turn the power switch ON. 

HUE VR 50% 

COLOR VR 50% 

PICTURE VR MAX 

4. Connect an oscilloscope to B-13 connector pin @ 
(BLUE output). 

5. Press the remote control service key, HUE-CENT 
mode button and adjust with the (+) and Q 
buttons so that the waveform is as shown in the 
diagram. 

6. Next press the ACC button and adjust using 
the (+) and Q buttons, while observing the wave¬ 
form. (Adjust while getting tracking with step 5.) 

7. When adjustment is completed, press WRITE-M 
and EXEC mode buttons to write in the data. 


1 VIP 6.0V ADJUSTMENT 

1. Connect a dummy resistor of 47CL (3W) between 
F-5 connector pins (2) and (5). 

2. Input AC 100V, and adjust RV601 so that the 
voltage between F-5 connector pins (2) and (5) is 
6.0 ± 0.05V DC. 


digital multi-meter 
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MPX ADJUSTMENT! 

1. Input a dot signal. 

2. Observe the A-3 connector pin (?) waveform on 
the oscilloscope and adjust with MPX (RV202). 






















3-7-6. X Board Adjustments 


KV-25DXR 

RM-727/APM-X3U 









































RGB WHITE BALANCE 


1. In RGB mode, set the RGB multiconnector input 
switch to analog. 

2. Input a B/W signal. 

PICTURE Normal 
BRT Reset 

3. Adjust white balance with G. B SUB BRT VR 
(RV304, 303). 

4. Adjust so that the dark portion glows faintly 
during cut-off, with RGB SUB BRT VR (RV305). 
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3-8. SAFETY RELATED ADJUSTMENTS 


BLANKING CIRCUIT OPERATION CHECK 
( 8 R534) _ 

Be sure to perform this adjustment when replacing 
the following parts (marked B on the schematic.) 
Q713, Q714, D707, R728 \ 

R759, R760, R761, R762, 1 on C board 
R763, R770, R774. R775 j 
Q507, D500, D501, R532, ) „ , 

R534, R536. R584 )° nD board 

Q2012, R2141, R2143, ) ou 

R2144 ^ on Bboard 

1. Input a monoscope signal. 

Tt" h 

2. Confirm that the BLANKING circuit operates 
when 125.5V DC is applied to +B line from an 
external power supply. (Raster goes not.) 


HOLD DOWN OPERATION CHECK ( B R573) 

Be sure to perform this adjustment when replacing 
the following parts (marked B on the schematic). 
R533, R560, R570, R571, R572, R573, R574. 
R582, R583, R1500, R1502, R1503, R1504, 
R1522, R1530, D518. D522, Q512, Q514, Q515, 
IC500. 



□ □ 

+ 


regulated-dc power supply 


digital multi-meter 


digital multi-meter 
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DETECTION VOLTAGE OPERATION CHECK | 

1. Input a dot signal. 

PICTURE, BRT MIN 

AC power 120V ±2V AC 

2. Check that TP85 voltage value is 14.0 ± IV DC. 

3. Check that HOLD DOWN operates when 16.30 

+° Q V DC is applied to TP85 from external 

power supply. (IABL - 190 ± 10mA) 

4. Check that HOLD DOWN does not operate when 

15.65 DC is applied to TP85 from an 

external power supply. 

5. Input a WHIT signal. 

PICTURE, BRT MAX 

AC power 120V ±2V AC 

6. Confirm that the HOLD DOWN circuit operates 

when 15.27 V DC is applied to TP85 from 

—0.05 

an external power supply. (Raster goes out.) 

(I A BL = 16 50 ± WpA) 

7. Confirm that the HOLD DOWN circuit does not 

+0.05 

operate when 14.47 V dc is applied to 

TP85 from an external power supply. 



auto-transformer 



Disengage the ABL terminal of FBT from the foil 
the un-soldering and connect negative probe to the 
ABL PIN of FBT. 


OVER VOLTAGE PROTECTION CIRCUIT CHECK 

1. Input a monoscope signal. 

PICTURE ] 

BRT | MAX 
COLOR j 

2. Check that +B voltage is less than 141.5V during 
AC 133V input. 

3. Short D board R573. 

4. Apply 154 ± 3V DC to +B line from an external 
power supply, and confirm that the OVP circuit 
operates. 

5. Apply 141V DC to the +B line and switch the 
channel. Confirm that the OVP circuit does not 
operate when power is turned ON and OFF during 
dot signal. 


D-3 



1. Input a monoscope signal. 

PICTURE, BRT Reset 

AC power 130 _^V AC 

2. Confirm that MOV line voltage is below 143.04V 
DC. 


CHECK AFTER HVR REPLACEMENT 


1 . 


Tune in an off-air signal. 


PICTURE 

BRT 


RESET 


2. Confirm the voltage on digital multimeter is less 
than 14.0 ±1.0V DC at TP85. 
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SECTION 4 
DIAGRAMS 


4-1. CIRCUIT BOARDS LOCATION 
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4-2. OVERALL BLOCK DIAGRAM 



0 — 


—3 
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4-3. BLOCK DIAGRAM 
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4-5. SCHEMATIC DIAGRAMS AND PRINTED WIRING BOARDS 


II Note: The components identified by shading and mark 
A are cr it' ca l f° r safety. Replace only with 
part number specified. 

Note: 

• AM capacitors are in mF unless otherwise noted. pF : mmF 
50WV or less are not indicated except for electrolytics 

• All resistors are in ohms, J^W unless otherwise noted. 
kO : lOOOfi, Mn : lOOOkft 

• : nonflammable resistor. 

• A : internal component. 

• I I : panel designation. 

• All variable and adjustable resistors have characteristic 
curve B, unless otherwise noted. 

• The components identified by B in this manual have 
been carefully factory-selected for each set in order to 
satisfy regulations regarding X-ray radiation. Should 
replacement be required, replace only with the value 
originally used. 

• When replacing components identified by Q , make the 
necessary adjustments indicated. If results do not meet 
the specified value, change the component identified by 
B and repeat the adjustment until the specified value is 
achieved. 

(Refer to HV HOLD DOWN and BLANKING Adjust¬ 
ments on page 27 — 28). 

• When replacing the part in below table, be sure to per¬ 
form the related adjustment. 


Part replaced ( [d ) 

Adjustment 

IC500, Q512, Q514, 
Q515, D518, D522, 
R533, R560, R570 
R571, R572, R573, 
R574, R582, R583, 

R1500, R1502, 

R1503, R1504, 
R1522, R1530 

on D board 

HV HOLD 

DOWN 

ADJUSTMENT 

(R573) 

Q713, Q714, D707, 
R728, R759, R760, 
R761, R762, R763, 
R770, R774, R775. 
Q507, D500, D501, 
R532, R534, R536, 
R584 

02012, R2141, 
R2143, R2144 

on C board 

on D board 

on B board 

BLANKING 

ADJUSTMENT 

(R534) 


• Voltages are dc with respect to ground unless otherwise 
noted. 

• Readings are taken with a 10MH digital multimeter. 

• I I : adjustment for repair. 

• Readigns are taken with color-bar signal input. 

• Voltage variations may be noted due to normal produc¬ 
tion tolerances. 

• rTYI : B+ bus. 

• I vl : B- bus. 

• Circled numbers are waveform references. 
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f CCU, USER CONTROL,RESET, 
R.G.B INTER FACE, O/A CONV 
, R.GB BUFFER 


rr 



mm 

3* 

1C 2001 CXK2001P 

MEMORY 

fijl 





O 0 I _ 

SERVICE CONNECTER 


X rxr 8 -' 2 


121 120 119 
TO V BOARD- jLy r 


2, 3 I25J27 128 129 130 
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14 


15 


16 


17 


18 


19 


20 


21 


22 


23 


24 


25 


26 


27 


28 


sr~r 



A 


B 




F 


G 


H 


I 


J 
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A 


B 


C 


D 


E 


F 



H 
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-f 

) 

© 

0.5Vp-p(H) 





1 1 

0.7Vp-p{H ) 

u 

4.4VP-P 

u 

(H) 

V 

42Vp-p 

(H) 

O.I8Vp-p (HI 

© 

\im 

O.I4Vp-p (7.142MHz) 


X 

H) 


II 

4.4 Vp-p(H ) 


T|rJ 

■ 

■ 


9 

© 

ln/4/ 

4.7Vp -p (H) 


X 

H) 

© 

X 

2.7VP-P 

XI 

lx 

(V) 


-!- 

i 

H) 

© 

XX 

5.2 Vp- p (H» 

■ 

X 

(H) 

© 

XV 

UVp-p(V) 

*vww 

4.8 V p - p (1.684MHz) 

© 

l28Vp-p(H) 

© 

5.2Vp-p (H) 



X 

1 

© 

143Vp-pCH) 

© 

4.7Vp-p (H) 

© 

v/VW 

3.6Vp-p (4 MHz) 


-r— 

V) 

H 

I 

© 

5Vo-p (H) 

© 

4.6V p- p 

VI 


© 
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CCU USER CONTROL 
RESET D/A CONV, R. G. B BUFFER 
.R. G. B INTER FACE 


9 | 10 

— B Board — 


Q , 1C 

D 

A 0 J 


2007 

RV305 

----- 


RV304 



RV3Q3 

2023 



332 

j« 325 

000 2022, IC306 
334 2QI2 

401 

2037 


328 



319 

320 

321 

304,312 

308 


381 


323,324,318 



322,317 

307 



2029 

2005 

328 


2046 



2055 


1C2009 

2030 


329 



2017 



330 

2033 


1C2001 

2041 



2034 



2010 2002 


2030 

2031 


2021 

2056 


IC2007 



IC2002 

2018 

2053 


IC2003 



2007 



2006 

2001 


IC2006 

2011 1C2004 

2039 


2028,2016 

2040 


1C 2005 

2036 


IC2008 

2042,2043 



2044 



329 


302,301,306 



2024,2026 

309 


0 , 1C 

D 

A 0 J 


11 | 12 | 13 1 14 [ 15 | 16 1 17 



— 59 — 


— 60 — 








































C Board 




























































ist & & 3 & li&STM i i la u 




: Conductor side 
: Component side 


H 










































Note: The components identified by shading and mark 
^ are critical for safety. Replace only with 
part number specified. 



RM-727/APM-X3U 


5 



RM-727/APM-X3U 


6 


► TO F BOftRO 
IF-5I 


D4006 GP08A 

STOPPER 


All capacitors are in pF unless otherwise noted. pF : ppF 
50WV or less are not indicated except for electrolytics 
All resistors are in ohms, unless otherwise noted, 
kft : 1000ft, Mft : lOOOkft 

: nonflammable resistor. 


> A : internal component. 

* I I : panel .designation. 

' All variable and adjustable resistors have characteristic 
curve B, unless otherwise noted. : .j • ^ 

• The components identified by H in this manual have 
been carefully factory-selected for each set in order to 
satisfy regulations regarding X-ray radiation. ; Should 
replacement be required, replace only with the., value 
originally used. 

i When replacing components identified by B . make-the 
necessary adjustments indicated. If results do not meet 
the specified value, change the component identified by 
D and repeat the adjustment until the specified value is 
achieved. i 

(Refer to HV HOLD DOWN and BLANKING Adjust¬ 
ments on page 27 — 28). 

> When replacing the part in below table, be sure to per¬ 
form the related adjustment. 


Part replaced ( 3 ) 

IC500, Q512, Q514, 
Q515, D518, D522, 
R533. R560, R570 
R571, R572; R573, 
R574, R582, R583, 

R1500, R1502, 

R1503, R1504, 
R1522, R1530 

Q713, Q714, D707, 
R728, R759, R760, 
R761. R762, R763, 
R770, R774, R775, . 
Q507,D500,D501, 
R532, R534, R536, 
R584 

Q2012, R2141, 
R2143, R2144 


on D board 


'< ■ , ■ A . 

Adjustment 


HV HOLD 
DOWN 

ADJUSTMENT 

(R573) 


on C board 


on D board 


on B board 


BLANKING 

ADJUSTMENT 

(R534) 


TO U BOARD 
IU*6) 


^ SlflCS OUT 
. SIRCS MODE 


TO B BOARD - 
(8-61 


TO M BOARD -e 
(M-21 



TO B BOARD' 
(8-5» 


r——h C4023-L L4006J_C4024 
| I 0M1 J l5 >> H J a047 


R4092iC402T_l+ 
33* f 100 •T' 
m 16V tot 


IC400I J1PD78C06AG-0I3 

CPU 

4.8V J ic400i IP 


• Voltages are dc with respect to ground unless otherwise 
noted. 

• Readings are taken with a 10MH digital multimeter. 

• I I adjustment for repair. 

• Readigns are taken with color-bar signal input. 

• Voltage variations may be noted due to normal produc¬ 
tion tolerances. 

• r,V| : B+ bus. 

• I ^ vl : B- bus. 

• Circled numbers are waveform references. 


IC4009 

MC14049UBCP 

inverter 


IC40I4 

TC4069UBP 

INVERTER 


IC40I0U/3I Ipf 
--</(4/4)[ X 


Q4048 2SAI175 

SWITCH 


vip.only 

^ SET 0N/ST8Y 
O -StRCS-. 

^ VIPCS _ 

O. VIP CLK 
^ VIP DATA 0 
VIP OATA I 
^ VIP DATA 2 
^ VIP DATA 3 
A BELL_ 


^R40ll 10 k _ 

. M R40I2 I0H _ 

a R 40I3 ion _ 

m R4QI4 IQIi _ 

j R40I5 10k _ 

,. a R 40I6 10 It _ 

1C40II SN74LS02N 
GATE 


I IC40IHI/4I 


IC40I4 TC4069UBP 

INVERTER 


IC40I2 SN74LS04N 

INVERTER 


r 

-. R40I9 Y 1 


,,, °u 

IC40I4U/51 | 10k |_ 

I Ss >c (rl 

1 OV 

_ ( 

XrR4053 J 


Jt 

m 10k L 

1 5.3V 

5.3V 


c r j 


_any 

R406li \ 04011 


Q40I1 2SC2785 

BUFFER 


f^l - 

[04012 

04011A 


R4045# 

(0k f 


BAIT 4001 x 


f ^R2430 _ 

i 

04002 

C40091 _ 

0.001 J ' 

— 1 Xv 

-C4006 

100 

r« v 

J-C40I0 
‘ T 0.047 
r X 

04365^: 

0.047 

TTJT 


04012 I SSI 19 

STOPPER 

D40II ISSII9 

RAM BACK UP 

D4002 ISSIO! 

RAM BACK UP 


AC OFF OET-1,2 
Ir4079 & 


IC40I3 TC40IIBP 

TIMER SWITCH 


W? R 2 Tfe' 


\_P0.6V m 

^04040 R05.1E-NI 


J.5.3V 

IC40I3(IA»I |5.3V I* 


-—J 5.3V 

IC4 0l3(l/ 4t*"|^ 5V 


VIP 

cs 

A \& 

- 

>?.6V 


VIP 

CLK 

A2S 

IC4008 

VIP 

OT 0 

A3(S 

2.7V 

HN6I3I28P-G25 

VIP 

0T 1 

A4& 


MASK ROM 

VIP 

DT 2 

A5fe 




IC4017 PST520C 

CPU RESET 


<8)GN0 1*2©- 

T IC4003 Ti 


IC4003 

TC40HI39P 

CHIP SELECT 




X j (1/41/ 7-( 

5 - 3v I IC4Q151V2I 


TO 0 BOARD- 
(D-21 


C4375 XC4374 P57] C40I4-L. 040(3^ C40ll^ <-4001 _1_C40I2 -M140I5 


r oooi T o.ooi jr o.ooi 


I 0.0 47T Q047T fyH “T 0.047 Tq 
Tnt m m 77T7 


IC40I5 

TC40H000P 

CHIP SELECT 


IC4006 MB84I6-20LP 


D4003 ISSIO 

CHIP SELECT 


64 - 


— 65 — 


- 66 - 
































KV-ZOUAK KVZ5DXR 

RM-727/APM-X3U RM-727/APM-X3U 



— 65 — — 66 — — 67 — 




































Ky-25DXR ' KV-25DXR 

RM-727/APM-X3U RM 727/APM-X3U 


13 

14 

1 15 

1 16 

17 

18 

| 19 

1 20 | 

21 

22 

23 | 

24 

_ 2 5 1 



26 


A 


B 


C 


D 


E 


F 


TO U BOARO 
IU-III 

G 


H 


I 


J 


-67— 


—68 











KV-25DX 

RM-727/APM-: 


COMPARATOR, CPU, VDP, 

COUNT DOWN, VIP R. G. B MIX \ 
.V RAM, MASK RAM __ 




@ 0.4Vp-p(H J 

@©0.38Vp-p(H) 

© o.evp-p ( h ) 


\AAAA 


5.4 V p-p( 0.255jisec) 



KV-25DXR 

RM-727/APM-X3U 



0 

















































































































































KV-25DXR 

RM-727/APM-X3U 


15 


16 


17 


18 


19 



KV-25DXR 

RM-727/APM-X3U 


—7 1 — 


7 2 — 































KV-25DXR 

RM-727/APM-X3U 


KV-25DXR 

RM-727/APM-X3U 


Note: The components identified by shading and mark 
^ are critical for safety. Replace only with 
part number specified* 


CAUTION 

When Replace the IC651 confirm, +B Max Voltage, 

Refer to the page 27 — 28 (SAFETY RELATED ADJUST 
MENTS). _ 


• All capacitors are in gF unless otherwise noted. pF : mmF 
50WV or less are not indicated except for electrolytics 

• All resistors are in ohms, '/ 6 W unless otherwise noted, 
kfl : 1000n, Mfi : lOOOkn 

• - |Kw4 -: nonflammable resistor. 

• A : internal component. 

• I I : panel designation. 

• All variable and adjustable resistors have characteristic 
curve B, unless otherwise noted. 

• The components identified by B in this manual have 
been carefully factory-selected for each set in order to 
satisfy regulations regarding X-ray radiation. Should 
replacement be required, replace only with the value 
originally used. 

• When replacing components identified by 3 , make the 
necessary adjustments indicated. If results do not meet 
the specified value, change the component identified by 
B and repeat the adjustment until the specified value is 
achieved. 

(Refer to HV HOLD DOWN and BLANKING Adjust¬ 
ments on page 27 — 28). 

• When replacing the part in below table, be sure to per¬ 
form the related adjustment. 


Part replaced ( 3 ) 

IC500, Q512, Q514, 
Q515, D518, D522, 
R533, R560, R570 
R571, R572, R573, 
R574, R582, R583, 
R1500, R1502, 
R1503, R1504, 
R1522, R1530 

Q713, Q714, D707, 
R728, R759, R760, 
R761, R762, R763, 
R770, R774, R775, 
Q507, D500, D501, 
R532, R534, R536, 
R584 

Q2012, R2141, 
R2143, R2144 


on D board 


Adjustment 


HV HOLD 
DOWN 

ADJUSTMENT 

(R573) 


on C board 


on D board 


on B board 


BLANKING 

ADJUSTMENT 

(R534) 


• Voltages are dc with respect to ground unless otherwise 
noted. 

• Readings are taken with a 10Mn digital multimeter. 

• I I : adjustment for repair. 

• Readigns are taken with color-bar signal input. 

• Voltage variations may be noted due to normal produc¬ 
tion tolerances. 


• [. , v| : 8+ bus. 

• I vl : B- bus. 

• Circled numbers are waveform references. 


SW.REG 


0651 2SC3I63 

CONVERTER OUT 


0652 VI9E 

DAMPER 





■ Vf.l 

if 

IMI 


0651 RM2CS | 2SC3I63 

4TOW2WI PB0TECT IrONWRtEBOUr 


irtn 


TO X BOARD 
(Y-3) 


0654 VI9E 0653 RM2CS 

DAMPER PROTECT 


D657 ESAC82-004 $0, 0659 RU2M D650 CTLI2S 

48V RECT 500V -8V RECT AUDIO 48 RECT 


QI702 2SAI220A QI70I 2SAII75 
0P-2 op-i 


RI703 

27k RI702 

<II/4W) 330 

, II/4W) 


r aoei St Sov St ioov Jt JJjJj 


RM 6V REG-1 RM 6V REG-2 RM 6V REG-3 


LR630 

533k 

0604 [II /4W1 


0607 2SC2785 

RM 5V SW 


0624 

ERA8I-004 

RM 5V 


EITOIg DI700J 


DI700,I702 

SIB0I-02 

Q P-1,2 


QI700 2SC2958 

OP-3 


0628 RD6.2E-N3 

AC PULSE 

0627 ISSII9 

AC PULSE 


0631 

RD9.IE-N3 

RM 6V REG-1 


fosx D632 RD4.3E-N2 

RM 6V REG-2 


ran 

31 / f \ t2 


D6II SIB0I-02 

RELAY 


IIW) 

0602 

2SC2705K 

RELAY DRIVE 


► TO 8 BOARD 
(B-l) 


0606*607 iSSI 19 

-33V RECT-2,3 

0605 6P08D 

-33V RECT-t 


fi .1 


■ ± J.C625 

17^ Ti0.0047 

i T T 400V 
tin c:c626 

To.0047 

rtr 400V 


aA L -- 


(POWER SUPPLY) 


0622,623 U05E 

AC RECT—I, 2 


— 73 - 


- 74 - 










































KV-25DXR KV-25DXR 

RM-727/APM-X3U RM-727/APM-X3U 


















[-X3U 


KV-25DXR 

RM-727/APM-X3U 



78 
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-25DXR 

727/APM-X3U 


4-6. SEMICONDUCTORS 


AN6291 



4 5 » B l! 


(Top view) 

CCUSONY-02 


42 40 55 30 25 22 



i s « ra 


(Top view) 


CVPU2210 

DPU2500 


40 35 30 25 21 



I 5 10 O ' 20 


(Top view) 


CX20060 

6 5 4 



1 2 3 

(Top view! 


CX20014A 

CX20100 



I 14 

(Top view) 


CX20139 

HD14562BP 

MC14049UBCP 

MC14551BCP 

MB84049UB 

SN74LS76AN 

SN74LS163AN 

TC4049BP 

TC4052BP 

TC40H139P 

MPD40S2BC 


141312 mo 9 8 



1 2 3 4 5 6 7 
(Tap view} 


CX23040 


M U 



(top v<e*») 


CX7958 


22 12 



1 11 
(Top view} 


CX530-507N 


24 13 



12 

(Top view) 


CX20106 

CX20106A 



CXI 0026 


28 15 



(Top view) 


CXK1001P 

HD14011BP 

HD14069UBP 

HD74LS02P 

HD74LS04P 

HD74LS09P 

MC14562BCP 

SN74LS02N 

SN74LS04N 

SN74LS09N 

SN75107AN 

TC401IBP 

TC4023BP 

TC4066BP 

TC4069UBP 

TC40H000P 

MPC324C 

MPD4023BC 

MPD4066BC 


1413121110 9 8 



12 3 4 5 0 7 
(Top view) 


HN613128P TA7133P 



I 14 1 2 3 4 5 6 7 


(Top view) 


LA3375 



.« .. . t« 


LA7910 

TC5081AP 



123456789 


MB8416-20LP 


24 13 



f 12 

(Top view) 


MCU2600 



BA4558 

NJM29040 

NJM4558D 

NJM5SSD 

TL7705CP 

/UPC4558C 


6 7 6 5 



12 3 4 
1 lop view) 


NJM78L05A 

TA78L005AP 



STK4362 



TMS4416-15NL 


IS 10 



I 9 

(Top view) 


MEA2050 



SI3052V 



IN 


TMS9128ANL 

VCU2100F 


40 35 30 25 » 



I 5 O 8 20 

(Top view) 


HPC78L05A 



juPD78C06AG-013-36 



2SA1026 

2SA1091 

2SC380TS 

2SC933S 

2SC1363 

2SC1364 

2SC1740S 

2SD788 



2SA1048GR | 

2SA1115 

2SC403SP 

2SC2458 1 

2SC2603 

2SC2669 

DTC144ES 



2SB733 

2SC2958 

2SC2959 

2SD773 



2SC3163 

2SD1134 

2SD1406 



2SA1175 

2SC2785 





2SA1220A 

2SC2611 

2SC2688 

2SC2690A 

letter side 



E C B 


2SD1497-06 



10E2 

10E-2 

ERA81-004 

ERB12-02RK 

ERB12-02RK 

ES1F 

RGP01-17 



82 


83 


KY-25DXR KV-25DXR 

RM-727/APM-X3U RM-727/APM-X3U 

“ ~ SECTION 5 

EXPLODED VIEWS 


1SS101 

EM1Z 

ERD29-08J 

RD10E 

RD10E-N2 

RD20E-B2 

RD24E-BZ7 

RD33E-B2 ^ 

RD3.6E-N1" 

RD3.6E-N2 

RD4.3E-N2 

RD4.7E-N1 

RD51E-B2 

RD5.1E-N2 ; 

RD5.6E-BZ7S 

RD5.6E-L2 

RD5.6EN1 

RD5.6E-N2 

RD5.6E-N3 

RD6.2E-N2 

RD6.2E-N3 

RD8.2E-N2 

RD9.1E-N3 

EQA02-06D5 



1SS119 

1SS120 

1SS133 

1SS148 



1T32 

1T32-2 



CTL12S 

ESC82-004 


HZT33-02 


CTU-24S 



PH302B 


GP08A 

GP08D 

RH1A ; 

RH1Z 

RU2M 

SIB01-02 


S1VB10-S 

S1VB20 



ERC26-15S 


SR632D 



anode V l| caW)otfe 


SY432D 


ERC84-009 


juPC574J 


cathode 


NOTE: 

• Items with no part number and no des¬ 
cription are not stocked because they 

are seldom required for routine service. • Items marked 11 * “ are not si 

• The construction parts of an assembled they are seldom required 

part are indicated with a collation service. Some delay should bi 

number in the remark column. when ordering these items. 


5-1. BACK COVER 

• : TA, BV3 x 12 7-685-648-71 / 

TA, BV4 x 16 7-685-663-71 \ 



No. Part No. Description 


1 9-911-830-XX CUSHION, (C) 

2 *A-1345-537-A D BOARD, COMPLETE 

3 A-4-374-307-02 HOLDER, CORD, AC 

4 *A-il35-313-A B BOARD, COMPLETE 

5 A-1499-404-A BD SHIELD, ASSY 


6 *A-1394-058-A V BOARD, COMPLETE 


Remark 


No. 


Part No 


| 7 4-319-5 

| 8 X-4374- 

| 9 X-4374- 

5 | 10 4-329-1 

I 11 *4-374-4 

I 12 A.l-557-7 

13 *1-616-3 




















2SB733 

2SC2958 

2SC2959 

2SD773 



ft i 


. , ?2SC2073 
2SC3163 
2SD1134 
2SD1406 



10E2 

10E-2 

ERA81-004 

ERB12-02RK 

ERB12-02RK 

ES1F 

RGP01-17 



KV-25DXR KV-25DXR 

RM-727/APM-X3U RM-727/APM-X3U 

SECTION 5 
EXPLODED VIEWS 


1SS101 
EM1Z 
ERD29-08J 
RD10E 
RD10E-N2 
RD20E-B2 
RD24E-BZ7 
RD33E-B2 
RD3.6E-N1 
RD3.6E-N2 
RD4.3E-N2 
RD4.7E-N1 
RD5.1E-B2 
RD5.1E-N2 
RD5.6E-BZ7S 
RD5.6E-L2 
RD5.6E-N1 
RD5.6E-N2 
RD5.6EN3 
RD6.2EN2 
RD6.2E-N3 
RD8.2E-N2 
RD9.1E-N3 
EQA02-06D5 



CTL12S 

ESC82-004 



cathode 


CTU-24S 



anode 


.. GP08A 
GP08D 
1 RH1A 
RH1Z 
RU2M 
SIB01-02 



1SS119 
1SSI 20 
1SS133 
1SS148 



1T32 

1T32-2 



ERC26-15S 



ERC84-009 


cathode 



GH3F 
GU3A 
U05E 
U05G 
VI IN 



HZT33-02 



J cathode 
•nod* 


PH302B 



I cathode 

•nod* 


S1VB10-S 

S1VB20 




V19E 



NOTE: _ _" '■.:. 

• Items with no part number and no des¬ 
cription are not stocked because they 
are seldom required for routine service. 

• The construction parts of an assembled 
part are indicated with a collation 
number in the remark column. 


• Items marked " * " are not stocked since 
they are seldom required for routine 
service. Some delay should be anticipated 
when ordering these items. 


The components identified 
by shading and mark A are 
critical for safety. 
Replace only with part 
number specified. 


5-1. BACK COVER 

• : TA, B V3 x 12 7-685-648-71 



MPC574J 

rT'i 

No. 

Part No. 

Description 

Remark 

No. 

Part No. 

Description 

Remark 

T 

I 

1 

9-911-830-XX 

CUSHION, (C) 


7 

4-319-520-00 

SCREW, SPECIAL (+PW4X30) 


2 

*A-1345-537-A 

D BOARD, COMPLETE 


8 

X-4374-303-1 

COVER ASSY, BACK 

9,10 



. 3 

A.4-374-30?-02 

: .HOLDER, CORD. 'AC 


9 

X-4374-104-1 

SCREW (B) ASSY, ORNAI€NTAL 



\ 

4 

*A-1135-313-A 

B BOARD, COMPLETE 

5 

10 

4-329-127-00 

CLAMP, CORD 


/ 

\ 

cathode 

5 

A-1499-404-A 

BD SHIELD, ASSY 


11 

*4-374-464-01 

LABEL, MODEL NUMBER 


•node 


6 

*A-1394-058-A 

V BOARD, COMPLETE 


am 

A.1-55T-7.61-11 

CORD, POWER Hi; 








13 

*1-616-392-11 

FB BOARD 



5-2. CRT 

TA, BV4 x 10 7-685-660-01 

P2.6 x 8 7-685-134-14 



No. 

Part No. 

Description 

Remark 

No. 


51 

X-4174-133-1 

BEZEL ASSY 

52-63 

67 


52 

3-6J2-365-00 

SHAFT (S), DOOR 


68 


53 

4-314-115-01 

EMBLEM, SONY 


69 


54 

4-352-034-00 

CATCHER, PUSH 


70 

A. 

55 

X-4J74-132-1 

DOOR ASSY, CONTROL 


71 

A. 

56 

X-4374-101-1 

BUTTON (A) ASSY 


72 

★ 

57 

X-4174-102-1 

BUTTON (B) ASSY 


73 


58 

X-4374-103-1 

BUTTON (C) ASSY 


74 

A- 

59 

X-4374-301-1 

BUTTON ASSY, POWER 


75 


60 

3-511-847-00 

SPRING, COMPRESSION 


76 

★ 

61 

3-561-888-02 

SPRING, COMPRESSION 


77 


62 

*4-314-135-21 

PLATE, TRANSPARENT 


78 

A. 

63 

4-374-126-11 

BUTTON (0), MULTI 


79 


64 

4-330-305-00 

NUT, SPECIAL 


30 


«65 

A. 8-736-652-05 

CRT (A64JKJ10X) w 


81 


66 

3-703-003-00 

SPACER, DY 


82 



-83 


- 84 - 


- 85 - 
















Remark 

9,10 



TA, BV4 x 10 7-685-660-01 

P2.6 x 8 7-685-134-14 



No. 

Part No. 

Description 

Remark 

1 

I 

No. 

Part No. 

Description Remark 

51 

X-4174-133-1 

BEZEL ASSY 

52-63 

1 

1 

67 

X-4374-134-1 

CABINET ASSY 68 

52 

3-662-365-00 

SHAFT (S), DOOR 


1 

68 

4-319-520-00 

SCREW, SPECIAL (+PW4X30) 

53 

4-314-115-01 

EMBLEM, SONY 


1 

69 

1-452-146-21 

MAGNET, BMC 

54 

4-352-034-00 

CATCHER, PUSH 


1 

70 A.l-451-255-11 

DEFLECTIOWtYOKE (SY-164) : -f. ■ 

55 

X-4374-132-1 

DOOR ASSY, CONTROL 


1 

71 

A. 1-452-351-11 • 

NECK ASSY; CRT (NA302) V 

56 

X-4374-101-1 

BUTTON (A) ASSY 


1 

72 

*fl-1330-618-A 

C BOARD, COMPLETE 

57 

X-4374-102-1 

BUTTON (B) ASSY 


1 

73.. 

4-30.3-774-X,^ 

SPRING 

58 

X-4374-103-1 

BUTTON (C) ASSY 


1 

.74' 

A-18426-059-71 

itfTL&OEGAteSING / ‘ S? 

59 

X-4374-301-1 

BUTTON ASSY, POWER 


1 

75 

4-310-778-00 

CUSHION (A), CRT 

60 

3-571-847-00 

SPRING, COMPRESSION 


1 

76 

*4-371-629-01 

STOPPER, WIRE 

61 

3-561-888-02 

SPRING, COMPRESSION 


1 

77 

4-306-034-00 

FLANGE NUT, (B) 5MM 

62 

*4-374-135-21 

PLATE, TRANSPARENT 


1 

a 78 

A.1-230-212-11 5 

RESISTOR ASSY; HIGH-VOLTAGE ' 

63 

4-374-126-11 

BUTTON (0), MULTI 


1 

79 

4-308-870-00 

CLIP, LED WIRE 

64 

4-330-305-00 

NUT, SPECIAL 


1 

80 

1-452-032-00 

MAGNET, DISK; 10MM 0 

"65 

A-8-7361652-05 

CRT (A64JK010X) : " ' ' 


1 

81 

1-452-094-00 

MAGNET, ROTATABLE DISK; 15MM 0 

66 

3-703-003-00 

SPACER, DY 


1 

i 

82 

X-4306-312-0 

PERMALLOY ASSY, CONVERGENCE 
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No. Part No, Description Remark 

101 3-845-490-00 WASHER 

102 *1-615-481-11 GA BOARD 

103 *1-615-482-11 GB BOARD 

104 A-1-439- : 339-12 TRANSFORMER ASSY, FLYBACK 


105 

*1-613-414-11 

P BOARD 

106 

*A-1245-276-A 

F BOARD, COMPLETE 

107 

*1-615-484-11 

Z BOARD 

108 

4-374-114-01 

BUTTON (D), SWITCH 

109 

*1-613-982-11 

M BOARD 

110 

*4-374-112-01 

CAP, LED 

111 

*1-613-983-11 

T1 BOARD 

112 

*1-614-358-11 

T2 BOARD 

113 

*A-1386-022-A 

X BOARD, COMPLETE 

114 

*1-614-651-11 

XA BOARD 


No. Part No. Description Remark 

115 *4-342-117-00 CASE, SHIELD (MAIN), R 

116 *4-333-624-00 FILM (N), SPECIAL 

117 *1-611-717-11 N BOARD 

118 *4-342-118-00 LID, SHIELD CASE, R 

119 *1-557-261-11 CABLE, P-P 

120 A-1-463-470-00 TUNER, ET (BT-896) 

121 A. 1-463-471-31 SYNTHESIZER UNIT, FREQUENCY (PPU-1A) 

122 *A-1296-002-A A BOARD, COMPLETE 

123 *1-614-359-11 T4 BOARD 

124 A.1-561-347-11 OUTLET, AC 

125 *A-1381-040-A U BOARD, COMPLETE 

126 A. 1-417-125-11 SELECTOR, ANTENNA 

127 *4-374-468-01 HOLDER, TERMINAL BOARD 

128 4-374-303-01 RIVET, NYLON 


The components identified 
by shading and mark A are 
critical for safety. 
Replace only with part 
number specified. 
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RM-727/APM-X3U 


SECTION 6 

ELECTRICAL PARTS LIST 


B 


NOTE: 


The components identified by 
shading and mark A are critical >1 
for safety. Replace only with 
part number specified. || 


When indicating parts by refer¬ 
ence number, please include 
the board name. 


Items marked " * " are not stocked 
since they are seldom required for 
routine service. Some delay should be 
anticipated when ordering these items. 


• All variable and adjustable resistors 

CAPACITORS 

RESISTORS 

COILS 


have characteristic curve B, unless 

• MF : jjF, PF : )jjjF 

• All resistors are in ohms 

• MMH : mH, UH : 


otherwise noted. 

• F : nonflammable 



Ref.No. Part No. 

Description 



Remark IRef.No. 

Part No. 

Description 



Remark 


*A-1135-313-A 

B BOARD, COMPLETE 



| C2008 

1-101-884-00 

CERAMIC 

56PF 

5* 

50V 



*★★*★*★★★★**★*★★* 



1 C2009 

1-101-880-00 

CERAMIC 

47PF 

5* 

50V 







I C2010 

1-102-976-00 

CERAMIC 

180PF 

5* 

50V 


CONNECTOR 




I C2011 

1-102-976-00 

CERAMIC 

180PF 

5* 

50V 







I C2013 

1-161-271-00 

CERAMIC 

100PF 

5* 

50V 

B1 

*1-564-440-11 

PLUG, CONNECTOR (2.5MM) 

4P 








B2 

*1-564-447-31 

PLUG, CONNECTOR (2.5MM) 

UP 


| C2014 

1-106-196-00 

MYLAR 

0.01MF 

10* 

100V 

B3 

*1-564-354-00 

PLUG, CONNECTOR (2.5MM) 

3P 


I C2015 

1-102-942-00 

CERAMIC 

5PF 

0.5PF 

50V 

B4 

*1-564-441-11 

PLUG, CONNECTOR (2.5MM) 

5P 


I C2016 

1-123-307-00 

ELECT 

100MF 

20* 

6.3V 

B5 

*1-564-440-11 

PLUG, CONNECTOR (2.5MM) 

4P 


1 C2017 

1-123-369-00 

ELECT 

4.7MF 

20* 

25 V 







I C2018 

1-123-369-00 

ELECT 

4.7MF 

20* 

25V 

B6 

*1-564-446-11 

PLUG, CONNECTOR (2.5MM) 

10P 


1 






B7 

*1-564-354-00 

PLUG, CONNECTOR (2.5MM) 

3P 


1 C2019 

1-123-369-00 

ELECT 

4.7MF 

20* 

25 V 

B8 

*1-508-767-00 

5P PLUG 




I C2020 

1-123-369-00 

ELECT 

4.7MF 

20* 

25V 

B9 

*1-560-224-00 

PLUG, CONNECTOR (2.5MM) 

10P 


| C2021 

1-123-306-00 

ELECT 

47MF 

20* 

6.3V 

BIO 

*1-564-443-11 

PLUG, CONNECTOR (2.5MM) 

7P 


| C2022 

1-101-006-00 

CERAMIC 

0.047MF 


50 V 







I C2023 

1-123-321-00 

ELECT 

220MF 

20* 

16V 

Bll 

*1-564-444-11 

PLUG, CONNECTOR (2.5MM) 

8P 


1 






B12 

*1-564-440-11 

PLUG, CONNECTOR (2.5MM) 

4P 


I C2024 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

B13 

*1-564-443-11 

PLUG, CONNECTOR (2.5MM) 

7P 


I C2025 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

B15 

*1-564-354-21 

PLUG, CONNECTOR (2.5MM) 

3P 


| C2026 

1-123-318-00 

ELECT 

33MF 

20* 

16V 

B16 

*1-564-445-31 

PLUG, CONNECTOR (2.5MM) 

9P 


I C2027 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50V 







I C2029 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

B17 

*1-564-354-00 

PLUG, CONNECTOR (2.5MM) 

3P 


1 












| C2030 

1-123-321-00 

ELECT 

220MF 

20* 

16V 


CAPACITOR 




| C2031 

1-123-323-00 

ELECT 

470MF 

20* 

16V 







I C2032 

1-123-333-00 

ELECT 

100MF 

20* 

16V 

C310 

1-102-973-00 

CERAMIC 

100PF 

5% 

50V 

| C2034 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C335 

1-101-006-00 

CERAMIC 

0.047MF 


50 V 

I C2035 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50V 

C336 

1-123-324-00 

ELECT 

1000MF 

20* 

16V 

1 






C337 

1-123-356-00 

ELECT 

10MF 

20 % 

16V 

| C2036 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

C338 

1-123-356-00 

ELECT 

10MF 

20 % 

16V 

| C2038 

1-101-006-00 

CERAMIC 

0.047MF 


50V 







I C2039 

1-102-518-00 

CERAMIC 

33PF 

5* 

50V 

C339 

1-123-356-00 

ELECT 

10MF 

20 % 

16V 

| C2041 

1-106-196-00 

MYLAR 

0.01MF 

10* 

100V 

C340 

1-123-379-00 

ELECT 

0.47MF 

20 % 

50V 

I C2044 

1-123-321-00 

ELECT 

220MF 

20* 

16V 

C341 

1-123-379-00 

ELECT 

0.47MF 

20 % 

50V 

1 






C342 

1-123-379-00 

ELECT 

0.47MF 

20 % 

50V 

I C2045 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50 V 

C343 

1-123-356-00 

ELECT 

10MF 

20 % 

16V 

| C2046 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50 V 







| C2047 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50V 

C344 

1-123-356-00 

ELECT 

10MF 

20 % 

16V 

| C2048 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50V 

C345 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

I C2049 

1-102-978-00 

CERAMIC 

220PF 

5* 

50V 

C346 

1-124-645-11 

ELECT 

10MF 

20 % 

16V 

1 






C347 

1-123-380-00 

ELECT 

IMF 

20 % 

50V 

| C2052 

1-102-978-00 

CERAMIC 

220PF 

5* 

50V 

C348 

1-123-380-00 

ELECT 

IMF 

20 % 

50V 

| C2053 

1-101-003-00 

CERAMIC 

0.0047MF 


50V 







I C2054 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C350 

1-123-380-00 

ELECT 

IMF 

20 % 

50V 

I C2055 

1-123-380-00 

ELECT 

IMF 

20* 

50V 

C351 

1-123-332-00 

ELECT 

47MF 

20 % 

16V 

1 C2056 

1-102-978-00 

CERAMIC 

220PF 

5* 

50V 

C352 

1-123-332-00 

ELECT 

47MF 

20 % 

16V 

1 






C353 

1-123-332-00 

ELECT 

47MF 

20 % 

16V 

1 C2057 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

C360 

1-102-973-00 

CERAMIC 

100PF 

5% 

50V 

I C2058 

1-123-586-00 

ELECT 

0.1MF 

20* 

50V 







| C2059 

1-123-380-00 

ELECT 

IMF 

20* 

50V 

C364 

1-123-332-00 

ELECT 

47MF 

20* 

16V 

I C2060 

1-123-447-00 

ELECT 

0.22MF 

20* 

50 V 

C366 

1-102-965-00 

CERAMIC 

39PF 

5* 

50V 

I C2061 

1-123-447-00 

ELECT 

0.22MF 

20* 

50V 

C373 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

1 






C376 

1-102-949-00 

CERAMIC 

12PF 

5* 

50 V 

I C2062 

1-101-004-00 

CERAMIC 

0.01MF 


50 V 

C377 

1-102-949-00 

CERAMIC 

12PF 

5* 

50V 

I C2063 

1-101-003-00 

CERAMIC 

0.0047MF 


50V 







1 C2063 

1-123-356-00 

ELECT 

10MF 

20* 

50V 

C378 

1-102-949-00 

CERAMIC 

12PF 

5* 

50V 

I C2064 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

C379 

1-102-936-00 

CERAMIC 

3PF 

0.5PF 

50V 

I C2065 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

C383 

1-123-381-00 

ELECT 

2.2MF 

20* 

50V 

1 






C2006 

1-102-976-00 

CERAMIC 

180PF 

5* 

50V 

I C2066 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

C2007 

1-102-976-00 

CERAMIC 

180PF 

5* 

50V 

1 C2067 

1-101-004-00 

CERAMIC 

0.01MF 


50V 







I C2068 

1-101-004-00 

CERAMIC 

0.01MF 


50V 
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Ref.No. 

Part No. 

Description 



Remark 

IRef.No. 

Part No. 

Description 


C2069 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

1 

1 

COIL 


C2070 

1-123-330-00 

ELECT 

22MF 

20* 

16V 

1 




C2071 

1-123-330-00 

ELECT 

22MF 

20* 

16V 

| L304 

1-407-689-00 

MICRO INDUCTOR 

4.7UH 

C2072 

1-123-380-00 

ELECT 

IMF 

20* 

50V 

| L305 

1-408-698-00 

MICRO INDUCTOR 

8.2UH 







| L2005 

1-404-538-11 

COIL 



DIODE 




| L2006 

1-407-717-00 

MICRO INDUCTOR 

1MMH 







1 L2007 

1-407-689-00 

MICRO INDUCTOR 

4.7UH 


D309 

8-719-102-78 

DIODE 

RD6.8E-N2 

1 




0328 

8-719-102-84 

DIODE 

RD8.2E-N2 

| L2008 

1-407-689-00 

MICRO INDUCTOR 4.7UH 

D329 

8-719-911-19 

DIODE 

1SS119 

| L2009 

1-407-689-00 

MICRO INDUCTOR 4.7UH 

D364 

8-719-911-19 

DIODE 

1SS119 

| L2010 

1-407-689-00 

MICRO INDUCTOR 4.7UH 

D381 

8-719-911-19 

DIODE 

1SS119 

1 








1 

TRANSISTOR 


0401 

8-719-911-19 

DIODE 

1SS119 

1 




0402 

8-719-102-58 

DIODE 

RD3.6E-N2 

| Q301 

8-729-245-83 

TRANSISTOR 

2SC2458 

02001 

8-719-102-62 

DIOOE 

RD4.3E-N2 

| Q302 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2002 

8-719-102-70 

DIODE 

R05.6E-N1 

| Q306 

8-729-900-89 

TRANSISTOR 

DTC144ES 

D2007 

8-719-200-02 

DIODE 

10E2 

| Q307 

8-729-245-83 

TRANSISTOR 

2SC2458 





| Q312 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

D201O 

8-719-102-72 

DIODE 

RD5.6E-N3 

1 




02030 

8-719-911-19 

DIODE 

1SS119 

I Q317 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2031 

8-719-911-19 

DIODE 

1SS119 

| Q318 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

02033 

8-719-911-19 

DIODE 

1SS119 

| Q319 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2034 

8-719-911-19 

DIODE 

1SS119 

| Q320 

8-729-245-83 

TRANSISTOR 

2SC2458 





! Q321 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2036 

8-719-102-74 

DIODE 

RD6.2E-N2 

1 




D2037 

8-719-911-19 

DIODE 

1SS119 

| Q322 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2039 

8-719-911-19 

DIODE 

1SS119 

| Q323 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2040 

8-719-911-19 

DIODE 

1SS119 

| Q324 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2041 

8-719-911-19 

DIODE 

1SS119 

| Q325 

8-729-245-83 

TRANSISTOR 

2SC2458 





| Q328 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2042 

8-719-911-19 

DIODE 

1SS119 

1 




D2043 

8-719-911-19 

DIODE 

1SS119 

| Q329 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2044 

8-719-911-19 

DIODE 

1SS119 

| Q330 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2046 

8-719-101-04 

DIODE 

RD33E-B2 

| Q332 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

D2047 

8-719-911-19 

DIODE 

1SS119 

| Q333 

8-729-204-83 

TRANSISTOR 

2SA1048GR 





| Q334 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

D2050 

8-719-102-73 

DIODE 

RD6.2E-N1 

1 




D2051 

8-719-102-73 

DIODE 

RD6.2E-N1 

| Q361 

8-729-245-83 

TRANSISTOR 

2SC2458 

02052 

8-719-102-73 

DIODE 

RD6.2E-N1 

| Q2005 

8-729-900-89 

TRANSISTOR 

DTC144ES 

02053 

8-719-102-70 

DIODE 

RD5.6E-N1 

j Q2006 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2055 

8-719-102-70 

DIODE 

RD5.6E-N1 

| Q2007 

8-729-204-83 

TRANSISTOR 

2SA1048GR 





| Q2011 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2056 

8-719-102-60 

DIODE 

RD3.9E-N1 

1 




D2057 

8-719-911-19 

DIODE 

1SS119 

| Q2012 

8-729-245-83 

TRANSISTOR 

2SC2458 

D2058 

8-719-101-65 

DIODE 

RD6.8E-L3 

| Q2016 

8-729-900-89 

TRANSISTOR 

DTC144ES 





| Q2017 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


IC 



| Q2018 

8-729-245-83 

TRANSISTOR 

2SC2458 





| Q2021 

8-729-900-89 

TRANSISTOR 

DTC144ES 

IC306 

8-752-010-00 

IC CX20100 

i 




IC2001 

8-752-320-11 

IC CXK1001P 

| Q2022 

8-729-245-83 

TRANSISTOR 

2SC2458 

IC2002 

8-759-912-82 

IC CX530-507N 

| Q2023 

8-729-245-83 

TRANSISTOR 

2SC2458 

IC2003 

8-759-240-23 

IC TC4023BP 

| Q2024 

8-729-245-83 

TRANSISTOR 

2SC2458 

IC2004 

8-759-000-16 

IC MC14562BCP 

| Q2026 

8-729-900-89 

TRANSISTOR 

DTC144ES 





| Q2028 

8-729-900-89 

TRANSISTOR 

DTC144ES 

IC2005 

8-759-914-46 

IC CCUS0NY-02 

1 




IC2006 

8-759-910-16 

IC MDA 2061 

| Q2029 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

IC2007 

8-759-909-50 

IC CX7958 

| Q2030 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

IC2008 

8-759-913-58 

IC MEA2050 

i Q2031 

8-729-245-83 

TRANSISTOR 

2SC2458 

IC2009 

8-759-908-35 

IC TL7705CP-B 

1 








1 

RESISTOR 






| JW1 

1-217-587-00 

SHORT 

0.01 





1 UW2 

1-217-587-00 

SHORT 

0.01 


Remark 
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Ref.No. 

Part No. 

Description 



Remark 

R301 

1-247-725-11 

CARBON 

10K 

5% 

1/4W 

R313 

1-247-807-00 

CARBON 

100 

5% 

1/6W 

R314 

1-247-700-11 

CARBON 

100 

5 % 

1/4W 

R322 

1-247-831-00 

CARBON 

IK 

5 % 

1/6W 

R323 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

R332 

1-247-843-00 

CARBON 

3.3K 

Si 

1/6W 

R334 

1-247-849-00 

CARBON 

5.6K 

5 % 

1/6W 

R337 

1-247-807-00 

CARBON 

100 

5 X 

1/6W 

R338 

1-247-807-00 

CARBON 

100 

Si 

1/6W 

R339 

1-247-807-00 

CARBON 

100 

5 % 

1/6W 

R353 

1-247-125-00 

CARBON 

560 

Si 

1/4W 

R355 

1-247-725-11 

CARBON 

10K 

5% 

1/4W 

R358 

1-247-847-00 

CARBON 

4.7K 

5 % 

1/6W 

R360 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

R 361 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

R362 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

R363 

1-247-835-00 

CARBON 

1.5K 

5 % 

1/6W 

R374 

1-249-421-11 

CARBON 

2.2K 

5 % 

1/6W 

R375 

1-249-421-11 

CARBON 

2.2K 

5 % 

1/6W 

R376 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

R377 

1-247-167-00 

CARBON 

33K 

5 % 

1/4W 

R383 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

R385 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

R386 

1-247-837-00 

CARBON 

1.8K 

5 % 

1/6W 

R387 

1-247-831-00 

CARBON 

IK 

5 % 

1/6W 

R388 

1-247-855-00 

CARBON 

10K 

Si 

1/6W 

R389 

1-247-829-00 

CARBON 

820 

5i 

1/6W 

R398 

1-247-833-00 

CARBON 

1.2K 

5 % 

1/6W 

R400 

1-247-879-00 

CARBON 

100K 

Si 

1/6W 

R401 

1-247-827-00 

CARBON 

680 

5 % 

1/6W 

R407 

1-247-849-00 

CARBON 

5.6K 

Si 

1/6W 

R408 

1-247-119-00 

CARBON 

330 

Si 

1/4W 

R409 

1-247-825-00 

CARBON 

560 

S% 

1/6W 

R410 

1-247-825-00 

CARBON 

560 

Si 

1/6W 

R411 

1-247-119-00 

CARBON 

330 

5 % 

1/4W 

R419 

1-247-863-00 

CARBON 

22K 

5% 

1/6W 

R420 

1-247-831-00 

CARBON 

IK 

5 % 

1/6W 

R423 

1-247-179-00 

CARBON 

100K 

5 % 

1/4W 

R424 

1-247-859-00 

CARBON 

15K 

5% 

1/6W 

R425 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

R428 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

R429 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

R436 

1-247-145-00 

CARBON 

3.9K 

Si 

1/4W 

R437 

1-247-835-00 

CARBON 

1.5K 

Si 

1/6W 

R439 

1-249-421-11 

CARBON 

2.2K 

Si 

1/6W 

R440 

1-247-831-00 

CARBON 

IK 

Si 

1/6W 

R441 

1-247-831-00 

CARBON 

IK 

5 % 

1/6W 

R443 

1-249-421-11 

CARBON 

2.2K 

Si 

1/6W 

R446 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

R447 

1-247-143-00 

CARBON 

3.3K 

Si 

1/4W 

R448 

1-247-843-00 

CARBON 

3.3K 

Si 

1/6W 

R449 

1-247-843-00 

CARBON 

3.3K 

5* 

1/6W 

R450 

1-247-803-00 

CARBON 

68 

5X 

1/6W 


:ef .No. 

Part No. 

Description 



Remark 

R451 

1-247-803-00 

CARBON 

68 

5% 

1/6W 

R452 

1-247-803-00 

CARBON 

68 

5% 

1/6W 

R454 

1-247-871-00 

CARBON 

47K 

5i 

1/6W 

R461 

1t247-831-00 

CARBON 

IK 

5% 

1/6W 

R462 

1-247-713-11 

CARBON 

IK 

Si 

1/4W 

R464 

1-247-717-11 

CARBON 

2.2K 

Si 

1/4W 

R467 

1-247-863-00 

CARBON 

22K 

Si 

1/6W 

R468 

1-247-859-00 

CARBON 

15K 

5% 

1/6W 

R469 

1-247-725-11 

CARBON 

10K 

5% 

1/4W 

R470 

1-246-533-00 

CARBON 

330K 

Si 

1/4W 

R2011 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

R2012 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

R2013 

1-247-855-00 

CARBON 

10K 

Si 

1/6W 

R2019 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

R2020 

1-247-831-00 

CARBON 

IK 

Si 

1/6W 

R2021 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

R2022 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

R2023 

1-247-119-00 

CARBON 

330 

5% 

1/4W 

R2024 

1-247-713-11 

CARBON 

IK 

5X 

1/4W 

R2025 

1-247-713-11 

CARBON 

IK 

5% 

1/4W 

R2026 

1-247-819-00 

CARBON 

330 

5X 

1/6W 

R2030 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

R2035 

1-247-119-00 

CARBON 

330 

5 % 

1/4W 

R2036 

1-247-119-00 

CARBON 

330 

5% 

1/4W 

R2037 

1-247-119-00 

CARBON 

330 

5% 

1/4W 

R2038 

1-247-119-00 

CARBON 

330 

5 % 

1/4W 

R2039 

1-247-119-00 

CARBON 

330 

5% 

1/4W 

R2040 

1-247-119-00 

CARBON 

330 

5% 

1/4W 

R2048 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

R2050 

1-247-819-00 

CAR80N 

330 

5X 

1/6W 

R2051 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

R2055 

1-247-717-11 

CARBON 

2.2K 

5% 

1/4W 

R2056 

1-247-717-11 

CARBON 

2.2K 

5% 

1/4W 

R2057 

1-247-717-11 

CARBON 

2.2K 

5% 

1/4W 

R2063 

1-244-877-00 

CARBON 

1.5K 

5% 

1/2W 

R2064 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

R2065 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

R2066 

1-247-847-00 

CAR80N 

4.7K 

5 X 

1/6W 

R2067 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

R2072 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

R2073 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

R2074 

1-247-717-11 

CARBON 

2.2K 

5% 

1/4W 

R2075 

1-247-883-00 

CARBON 

150K 

Si 

176W 

R2076 

1-247-831-00 

CARBON 

IK 

S% 

1/6W 

R2078 

1-247-819-00 

CARBON 

330 

5X 

1/6M 

R2079 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

R2083 

1-247-159-00 

CARBON 

15K 

5X 

1/4W 

R2084 

1-247-147-00 

CARBON 

4.7K 

5% 

1/4W 

R2085 

1-247-147-00 

CARBON 

4.7K 

5X 

1/4W 

R2086 

1-247-708-11 

CARBON 

470 

5% 

1/4W 

R2087 

1-247-713-11 

CARBON 

IK 

5X 

1/4W 

R2088 

1-247-823-00 

CARBON 

470 

5i 

1/6W 

R2091 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 
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Ref.No. 

Part No. 
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Remark |Ref.No. 

Part No. 

Description 



Remark 

R2092 

1-247-143-00 

CARBON 

3.3K 

5% 

1/4W 

1 

1 

SWITCH 



\ 

R2093 

1-247-783-00 

CARBON 

10 

5% 

1/6W 

1 






R2094 

1-247-688-11 

CARBON 

10 

5* 

1/4W 

| S2001 

1-553-119-00 

SWITCH, SLIDE 



R2095 

1-247-688-11 

CARBON 

10 

5% 

1/4W 

1 






R2096 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

1 

THERMISTOR 




R2098 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

| TH301 

1-800-627-00 

THERMISTOR 




R2099 

1-247-815-00 

CARBON 

220 

5% 

1/6W 

1 






R2102 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 

1 

CRYSTAL 




R2103 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 






R2104 

1-247-827-00 

CARBON 

680 

5% 

1/6W 

| X2001 

1-567-254-11 

OSCILLATOR, CERAMIC 









| X2002 

1-527-726-00 

VIBRATOR, CRYSTAL 



R2107 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

1 






R2109 

1-247-717-11 

CARBON 

2.2K 

5% 

1/4W 

j •k'k'k'k-kic-k-k-k-k-k-k-kirk-kirfrkirkirkirkirkirkirkiricirk'kirk-k-k-k-k’kirkirkick'k'k'kirk'kiirkirk'kirk j 

R2117 

l-24?-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 






R2119 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

1 

A-1499-404-A 

BD SHIELD ASSY 



R2120 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

1 

1 


************** 



R2122 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

1 

1 

CAPACITOR 




R2123 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

1 






R2124 

1-247-119-00 

CARBON 

330 

5% 

1/4W 

i C301 

1-106-208-00 

MYLAR 

0.033MF 

10% 

100V 

R2131 

1-247-863-00 

CARBON 

22K 

5% 

1/6W 

I C302 

1-106-220-00 

MYLAR 

0.1MF 

10% 

100V 

R2132 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

I C303 

1-101-880-00 

CERAMIC 

47PF 

5% 

50V 







| C304 

1-123-356-00 

ELECT 

10MF 

20% 

16V ; 

R2133 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

I C305 

1-101-006-21 

CERAMIC 

0.047MF 


50V 

R2134 

1-247-117-00 

CARBON 

270 

5% 

1/4W 

1 





1 

R2135 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

I C309 

1-123-333-00 

ELECT 

TOOMF 

20% 

16V 

R2139 

1-247-163-00 

CARBON 

22K 

5% 

1/4W 

| C312 

1-161-998-11 

FEED-THROUGH 

100PF 

20% 

50V 

R2140 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 C313 

1-161-998-11 

FEED-THROUGH 

100PF 

20% 

50V 







I C314 

1-161-998-11 

FEED-THROUGH 

100PF 

20% 

50V 

R2141 

1-247-171-00 

CARBON 

47K 

5% 

1/4W 

| C315 

1-161-997-11 

FEED-THROUGH 

39PF 

10% 

50V 

R2142 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 

1 






R2143 

l-24j7-871-00 

CARBON 

47K 

5% 

1/6W 

| C316 

1-161-997-11 

FEED-THROUGH 

39PF 

10% 

50V 

R2144 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 

I C317 

1-161-997-11 

FEED-THROUGH 

39PF 

10% 

50V 

R2145 

1-2^6-529-00 

CARBON 

220K 

5 % 

1/4W 

I C318 

1-162-572-11 

FEED-THROUGH 

0.001MF 


50V 







I C319 

1-162-572-11 

FEED-THROUGH 

0.001MF 


50V 

R2146 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

1 C321 

1-102-807-00 

CERAMIC 

5PF 

1PF 

50V 

R2i49 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

1 






R2150 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

I C322 

1-101-006-21 

CERAMIC 

0.047MF 


50V 

R2151 

1-2/ 7-863-00 

CARBON 

22K 

5% 

1/6W 

1 C323 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

R2153 

1-2/7-819-00 

CARBON 

330 

5% 

1/6W 

1 C325 

1-102-716-00 

CERAMIC 

12PF 

5% 

50V 







I C326 

1-101-006-21 

CERAMIC 

0.047MF 


50V 

R2187 

1-2/7-717-11 

CARBON 

2.2K 

5% 

1/4W 

I C327 

1-161-998-11 

FEED-THROUGH 

100PF 

20% 

50V 

R2189 

1-247-717-11 

CARBON 

2.2K 

5% 

1/4W 

1 






R2190 

1-247-859-00 

CARBON 

15K 

5% 

1/6W 

I C328 

1-161-997-11 

FEED-THROUGH 

39PF 

10% 

50 V 

R2191 

1-247-117-00 

CARBON 

270 

5% 

1/4W 

I C329 

1-161-998-11 

FEED-THROUGH 

100PF 

20% 

50V 

R2192 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

1 C330 

1-161-997-11 

FEED-THROUGH 

39PF 

10% 

50V 







| C331 

1-162-572-11 

FEED-THROUGH 

0.001MF 


50V 

R2193 

1-247-859-00 

CARBON 

15K 

5% 

1/6W 

I C332 

1-161-998-11 

FEED-THROUGH 

100PF 

20% 

50V 

R2194 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

1 






R2195 

1-247-831-00 

CARBON 

IK 

5* 

1/6W 

I C349 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

R2198 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

I C372 

1-123-330-00 

ELECT 

22MF 

20% 

16V, | 

R2199 

1-247-811-00 

CARBON 

150 

5 % 

1/6W 

I C374 

1-101-006-21 

CERAMIC 

0.047MF 


50v 







| C375 

1-101-006-21 

CERAMIC 

0.047MF 


50 V 

R2200 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

I C379 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

R2202 

1-247-879-00 

CARBON 

100K 

5% 

1/6W 

1 












I C380 

1-101-006-21 

CERAMIC 

0.047MF 


50V 


VARIABLE RESISTOR 




I C382 

1-102-976-00 

CERAMIC 

180PF 

5% 

50V 







I C384 

1-161-999-11 

FEED-THROUGH 

0.002MF 


50V 

RV303 

1-228-724-00 

RES, ADO, CERAMIC 

CARBON 

10K 

I C385 

1-161-999-11 

FEED-THROUGH 

0.002MF 


50V 

RV304 

1-228-724-00 

RES, ADO, CERAMIC 

CARBON 

10K 

I C386 

1-161-996-11 

FEED-THROUGH 

22PF 

10% 

50V 

RV305 

1-228-724-00 

RES, ADO, CERAMIC 

CARBON 

10K 

1 












1 C387 

1-162-572-11 

FEED-THROUGH 

0.001MF 


50 V 







1 C388 

1-161-997-11 

FEED-THROUGH 

39PF 

10% 

50V 
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Part No. 
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Remark |Ref.No. 
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Remark 

C389 

1-161-997-11 

FEED-THROUGH 

39 PF 

10* 

50V 

1 

TRANSISTOR 




C391 

1-161-996-11 

FEED-THROUGH 

22PF 

10* 

50 V 

1 






C392 

1-162-584-00 

FEED-THROUGH 

2PF 

10* 

50V 

1 Q305 

8-729-245-83 

TRANSISTOR 

2SC2458 



C393 

1-162-584-00 

FEED-THROUGH 

2PF 

10* 

50 V 

I 0331 

8-729-245-83 

TRANSISTOR 

2SC2458 



C394 

1-162-584-00 

FEED-THROUGH 

2PF 

10* 

50V 

1 












1 

RESISTOR 




C395 

1-161-996-11 

FEED-THROUGH 

22PF 

10* 

50V 

1 






C396 

1-161-996-11 

FEED-THROUGH 

22 PF 

10* 

50 V 

I R301 

1-247-847-00 

CARBON 

4.7K 

5* 

1/6W 

C397 

1-161-996-11 

FEED-THROUGH 

22PF 

10* 

50 V 

I R302 

1-247-823-00 

CARBON 

470 

5* 

1/6W 

C398 

1-161-998-11 

FEED-THROUGH 

100PF 

20* 

50V 

| R303 

1-247-859-00 

CARBON 

15K 

5* 

1/6W 

C399 

1-162-572-11 

FEED-THROUGH 

0.001MF 


50V 

| R304 

1-247-857-00 

CARBON 

12K 

5* 

1/6W 

C2052 

1-123-356-00 

ELECT 

10MF 

20* 

16V 

I R305 

1 

1-247-807-00 

CARBON 

100 

5* 

1/6W 


DIODE 




I R306 

1-247-831-00 

CARBON 

IK 

5* 

1/6W 







I R308 

1-247-851-00 

CARBON 

6.8K 

5* 

1/6W 

D301 

8-719-911-19 

DIODE 1SS119 




| R310 

1-249-421-11 

CARBON 

2.2K 

5* 

1/6W 

0303 

8-719-911-19 

DIODE 1SS119 




I R311 

1-249-421-11 

CARBON 

2.2K 

5* 

1/6W 

D304 

8-719-116-07 

DIODE RD16E-B 



I R312 

1-249-421-11 

CARBON 

2.2K 

5* 

1/6W 

D321 

8-719-911-19 

DIODE 1SS119 




1 






D327 

8-719-911-19 

DIODE 1SS119 




1 R324 

1-247-819-00 

CARBON 

330 

5* 

1/6W 







I R340 

1-247-869-00 

CARBON 

39K 

5* 

1/6W 


IC 





| R341 

1-247-819-00 

CARBON 

330 

5* 

1/6W 







I R349 

1-247-811-00 

CARBON 

150 

5* 

1/6W 

IC301 

8-759-910-13 

IC DPU2500 




I R350 

1-247-811-00 

CARBON 

150 

5* 

1/6W 

IC302 

8-759-910-12 

IC CVPU2210 




1 






IC304 

8-759-921-05 

IC VCU2100F 




I R351 

1-247-811-00 

CARBON 

150 

5* 

1/6W 

IC305 

8-759-910-14 

IC MCU2600 




I R352 

1-247-863-00 

CARBON 

22K 

5* 

1/6W 







| R418 

1-247-855-00 

CARBON 

10K 

5* 

1/6W 


COIL 




| R2121 

1-247-863-00 

CARBON 

22K 

5* 

1/6W 


L302 

1-407-689-00 

MICRO 

INDUCTOR 

4.7UH 

1 

CRYSTAL 

L303 

1-407-689-00 

MICRO 

INDUCTOR 

4.7UH 

1 



L310 

1-408-564-00 

MICRO 

INDUCTOR 

12UH 

! X301 

1-527-722-00 

OSCILLATOR, CRYSTAL 

L312 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 


L313 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

|************************************************************* 

1 

L 314 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

i 

1 

*1-613-983-11 

T1 BOARD 

L315 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 


******** 

L316 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 



L317 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 

*4-345-701-00 

HOLDER, LED 

L318 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 








1 

DIODE 

L319 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 



L328 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

| D1350 

8-719-114-34 

DIODE SY432D 

L329 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

| D1351 

8-719-114-34 

DIODE SY432D 

L330 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

I D1352 

8-719-106-34 

DIODE SR632D 

L331 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

| D1353 

1 

8-719-106-34 

DIODE SR632D 

L332 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 

I************************************************************* 

L384 

1-408-225-00 

MICRO 

INDUCTOR 

3.3UH 

1 



L385 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 

*1-614-358-11 

T2 BOARD 

L387 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 


******** 

L391 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 








1 

SWITCH 

L392 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

f 



L393 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 S1325A-1-554-303-11 

SWITCH, KEY BOARD 

L394 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 



L395 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1************************************************************* 

L396 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 

1 

*1-614-359-11 

T4 BOARD 

L397 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 


******** 

L398 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 



L399 

1-408-557-00 

MICRO 

INDUCTOR 

3.3UH 

1 




NOTE: 


The components identified by 
shading and mark A are critical 
for safety. Replace only with 
part number specified. 
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FB 


Ref.No 

Part No. 

Description 



Remark 

I Ref.No 

Part No. 

Description 


Remark 


*1-613-414-11 

P BOARD 




I C636 

1-123-333-00 

ELECT 100MF 

20* 

16V 



******* 




I C637 

1-123-333-00 

ELECT 100MF 

20* 

16V 







1 C638 

1-123-330-00 

ELECT 22MF 

20* 

16V 


CAPACITOR 




I C639 

1-123-333-00 

ELECT 100MF 

20* 

16V 







I C640 

1-161-953-00 

CERAMIC 0.0047MF 

20* 

400V 

C901 

1-108-431-00 

MYLAR 

0.068MF 

10* 

200V 

1 











I C641 

1-162-318-11 

CERAMIC 0.001MF 

10* 

500V 


NEON LAMP 




1 C642 

1-161-953-00 

CERAMIC 0.0047MF 

20* 

400V 







I C1700 

1-123-379-00 

ELECT 0.47MF 

20* 

50V 

NL901 

1-519-237-11 

LAMP, NEON 




I C1701 

1-106-220-00 

MYLAR 0.1MF 

10* 

100V 







1 C1702 

1-108-637-00 

MYLAR 0.082MF 

10* 

100V 

**************************************************************| 











1 C1703 

1-123-332-00 

ELECT 47MF 

20* 

16V 


*1-616-392-11 

FB BOARD 




I C1704 

1-123-380-00 

ELECT IMF 

20* 

50V 



******** 




1 C1705 

1-106-220-00 

MYLAR 0.1MF 

10* 

100V 







I Cl706 

1-108-614-91 

MYLAR 0.001MF 

10* 

100V 


CAPACITOR 




1 C1708 

1 

1-101-004-00 

CERAMIC 0.01MF 


50V 

C651 

1-136-311-11 

FILM 

0.47MF 

20* 

125V 

1 

DIODE 




CONNECTOR 




| D605 

8-719-200-02 

DIODE 10E2 









1 D606 

8-719-911-19 

DIODE 1SS119 



F20 

*1-508-765-00 

3P PLUG (M) 




1 D607 

8-719-911-19 

DIODE 1SS119 



F21 

*1-508-765-00 

3P PLUG (M) 




1 D609 A.8-719-521-10 

DIODE S1VB10-S 









I D611 

8-719-200-02 

DIODE 10E2 




FUSE 




1 











1 D621 

8-719-200-02 

DIODE 10E2 



F651 A.1-532-536-11 

FUSE, GLASS- 

TUBE 1A 



1 D622 

8-719-911-55 

DIODE U05G 




*1-533-146-00 

HOLDER, FUSE 

F651 



1 D623 

8-719-911-55 

DIODE U05G 









1 0624 

8-719-981-01 

DIODE ERA81-004 




TRANSFORMER 




[ D627 

8-719-911-19 

DIODE 1SS119 



T651 

1-421-412-00 

COIL, FERRITE 



| 

1 D628 

8-719-102-75 

DIODE RD6.2E-N3 









1 D631 

8-719-102-88 

DIODE RD9.1E-N3 



************************************************************** j q 2 

8-719-102-62 

DIODE RD4.3E-N2 









1 D633 

8-719-911-19 

DIODE 1SS119 




♦A-1245-276-A 

F BOARD, COMPLETE 



I D634 

8-719-911-19 

DIODE 1SS119 





***************** 



1 











I D1700 

8-719-200-02 

DIODE 10E2 




CAPACIlOR 




I D1702 

1 

8-719-200-02 

DIODE 10E2 



C603 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50V 

1 

CONNECTOR 



C604 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50V 

1 





C605 

1-123-333-00 

ELECT 

100MF 

20* 

25V 

1 FI 

*1-508-765-00 

3P PLUG (M) 



C606 

1-123-360-00 

ELECT 

100MF 

20* 

50V 

1 F2 

*1-508-765-00 

3P PLUG (M) 



C609 

1-123-334-00 

ELECT 

220MF 

20* 

25 V 

1 F3 

*1-564-354-00 

PLUG, CONNECTOR (2.5MM) 

3P 








1 F4 

*1-564-440-11 

PLUG, CONNECTOR (2.5MM) 

4P 


C610 

1-123-335-00 

ELECT 

330MF 

20* 

25V 

1 F5 

*1-564-440-11 

PLUG, CONNECTOR (2.5MM) 

4P 


C611 

1-123-360-00 

ELECT 

100MF 

20* 

50V 

1 





C614 

1-123-332-00 

ELECT 

47MF 

20* 

16V 

1 F10 

*1-508-765-00 

3P PLUG (M) 



C621 A. 1-136-311-51 

FILM 

0.47MF 

20* 

125 V 

1 Fll 

*1-508-784-00 

IP PLUG 



C622 A.1-136-311-51 

FILM 

0.47MF 

20* 

125V 

I F12 

*1-564-440-11 

PLUG, CONNECTOR (2.5MM) 

4P 








I F13 

*1-564-353-00 

PLUG, CONNECTOR (2.5MM) 

2P 


C623 

1-161-953-00 

CERAMIC 

0.0047MF 

20* 

400V 

1 





C625 

1-161-953-00 

CERAMIC 

0.0047MF 

20* 

400V 

1 

FUSE 



C626 

1-161-953-00 

CERAMIC 

0.0047MF 

20* 

400V 

1 





C627 

1-125-295-00 

ELECT!BLOCK) 

560MF 

20* 

200V 

I F601A.1-532-627-11 

FUSE, GLASS TUBE 7A/125V 


C628 

1-125-295-00 

ELECT!BLOCK) 

560MF 

20* 

200V 

1 

1 

1-517-072-00 

LAMP HOLDER; F601 



C629 

1-161-953-00 

CERAMIC 

0.0047MF 

20* 

400V 

1 

1 

COIL 



C630 

1-161-953-00 

CERAMIC 

0.0047MF 

20* 

400V 

1 





C633 

1-102-824-00 

CERAMIC 

470PF 

5* 

50V 

1 L621 A. 1-408-225-11 

MICRO INDUCTOR 3.3UH 



C635 

1-123-323-00 

ELECT 

470MF 

20* 

16V 

I L1700 

1-443-012-00 

TRANSFORMER, DYNAMIC CONVERSION 



NOTE: 


The components identified by 
shading and mark A are critical 
for safety. Replace only with 
part number specified. 
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Ref.No, Part No. Description 
L1701 1-459-583-11 COIL (WITH CORE) 

TRANSISTOR 


GA 


GB 


Remark 


Ref .No. Part No. Description 

THERMISTOR 

THP601A.1-806-214-21 THERMISTOR (POSITIVE) 


Remark 


Q602 

8-729-245-83 

TRANSISTOR 

2SC2458 




1 

Q603 

8-729-201-78 

TRANSISTOR 

2SD1406 




1 







*4-347-706-00 

HEAT SINK (TR); Q603 



1 

*1-615-481-11 

GA BOARD 




Q604 

8-729-204-83 

TRANSISTOR 

2SA1048GR 



1 


******** 




Q605 

8-729-245-83 

TRANSISTOR 

2SC2458 




1 













1 

DIODE 




Q607 

8-729-245-83 

TRANSISTOR 

2SC2458 




1 






Q1700 

8-729-195-82 

TRANSISTOR 

2SC2958 




| D651 

8-719-301-18 

DIODE RM2CS 




Q1701 

8-729-204-83 

TRANSISTOR 

2SA1048GR 



I D652 

8-719-901-93 

DIODE V19E 




Q1702 

8-729-122-02 

TRANSISTOR 

2SA1220A 




1 D653 

8-719-301-18 

DIODE RM2CS 











I D654 

8-719-901-93 

DIODE V19E 





RESISTOR 





1 













1 

CONNECTOR 




R604 

1-247-232-00 

CARBON 

470 

5% 

1/2W 

F 

1 






R605 

1-213-132-11 

METAL OXIDE 

120 

5* 

1W 

F 

1 G4 

*1-508-765-00 

3P PLUG (M) 




R606 

1-247-143-00 

CARBON 

3.3K 

5* 

1/4W 


1 






R608 

1-247-713-11 

CARBON 

IK 

5* 

1/4W 


1 

COIL 




R620 

1-202-723-00 

SOLID 

2.2M 

10* 

1/2W 


1 













I L651 

1-425-612-00 

COIL, ARE-CORE 




R621 A.1-202-723-51 

SOLID 

2.2M 

10* 

1/2W 


1 L652 

1-425-612-00 

COIL, ARE-CORE 




R622 

1-205-768-11 

CEMENTED 

1.2 

5* 

15W 


1 L660 

1-425-612-00 

COIL, ARE-CORE 




R623 

1-246-525-00 

CARBON 

150K 

5* 

1/4W 


I L661 

1-425-612-00 

COIL, ARE-CORE 




R624 

1-246-525-00 

CARBON 

150K 

5* 

1/4W 


1 






R625 

1-247-717-11 

CARBON 

2.2K 

5* 

1/4W 


1 

TRANSISTOR 




R626 

1-247-725-11 

CARBON 

10K 

5* 

1/4W 


1 Q651 

8-729-902-00 

TRANSISTOR 2SC3163 




R627 

1-244-879-51 

CARBON 

1.8K 

5* 

1/2W 


1 

4-374-104-01 

HOLDER, TR; Q651 




R628 

1-247-145-00 

CARBON 

3.9K 

5* 

1/4W 


1 

4-374-108-01 

SPACER, MICA; Q651 




R629 

1-247-713-11 

CARBON 

IK 

5* 

1/4W 


1 Q652 

8-729-902-00 

TRANSISTOR 2SC3163 




R630 

1-247-143-00 

CARBON 

3.3K 

5* 

1/4W 


1 

I 

4-374-104-01 

HOLDER, TR; Q652 




R631 

1-214-709-00 

METAL 

150 

1* 

1/4W 


1 

1 

4-374-108-01 

SPACER, MICA; Q652 




R632 

1-247-113-00 

CARBON 

180 

5* 

1/4W 


1 






R636 

1-214-711-00 

METAL 

180 

1* 

1/4W 


I 

RESISTOR 




R637 

1-247-702-11 

CARBON 

150 

5* 

1/4W 


1 






R1700 

1-247-119-00 

CARBON 

330 

5* 

1/4W 


i R651 

1-214-597-00 

METAL OXIDE 100K 

5* 

2W 

F 








I R653 

1-202-846-00 

SOLID 470K 


1/2W 


R1701 

1-247-717-11 

CARBON 

2.2K 

5* 

1/4W 


I R655 

1-206-439-00 

METAL OXIDE 1 

5* 

2W 

F 

R1702 

1-247-119-00 

CARBON 

330 

5* 

1/4W 


[ R656 

1-206-439-00 

METAL OXIDE 1 

5* 

2W 

F 

R1703 

1-246-507-00 

CARBON 

27K 

5* 

1/4W 


[ R660 

1-202-846-00 

SOLID 470K 


1/2W 


R1704 

1-246-527-00 

CARBON 

180K 

5* 

1/4W 


1 






R1705 

1-212-366-00 

METAL OXIDE 

3.3 

5* 

1W 

F 

| R662 

1 

1-207-451-00 

WIREWOUND 0.1 

10* 

1/2W 


R1706 

1-213-127-00 

METAL OXIDE 

47 

5* 

1W 

F 

1 

TRANSFORMER 





VARIABLE RESISTOR 

RV601A. 1-228-720-11 RES, ADJ, CERAMIC CARBON IK 


T651 1-421-695-11 CDT 

T652 A-1-421-710-11 PRT 

************************************************************** 


RELAY 

RY601A. 1-515-491-11 RELAY (POWER) 


*1-615-482-11 GB BOARD 
******** 


TRANSFORMER 


CAPACITOR 


T601 A.1-448-234-11 

TRANSFORMER, POWER 

1 

| C651 

1-162-318-11 

CERAMIC 

0.001MF 

10* 

500V 

T602 A.l-421-662-11 

LFT 

| C652 

1-136-103-00 

FILM 

0.1MF 

5* 

200V 

T603 A-1-421-730-11 

LFT 

1 C653 

1-162-318-11 

CERAMIC 

0.001MF 

10* 

500V 



I C654 

1-136-103-00 

FILM 

0.1MF 

5* 

200V 


NOTE: 


The components identified by 
shading and mark A are critical 
for safety. Replace only with 
part number specified. 
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GB 


N 


Ref.No 

Part No. 

Description 



Remark 

IRef.No 

Part No. 

Description 




Remark 

C655 

1-136-131-00 

FILM 

0.12MF 

5% 

400V 

1 

| R663 

1-215-968-11 

METAL 

15K 


1W 


C656 

1-106-196-00 

MYLAR 

0.01MF 

10% 

100V 

| R664 

1-215-969-11 

METAL 

18K 


1W 


C658 

1-123-356-00 

ELECT 

10MF 

20% 

50 V 

| R665 

1-207-451-00 

WIREWOUND 

0.1 

10% 

1/2W 


C659 

1-129-708-00 

FILM 

0.0033MF 

10% 

630V 

1 







C660 

1-129-708-00 

FILM 

0.0033MF 

10% 

630V 

1 

1 

TRANSFORMER 





C661 

1-136-361-00 

FILM 

0.012MF 

3% 

1KV 

1 T653 A.l-421-711-11 

PIT 





C662 

1-125-294-00 

ELECT!BLOCK) 

560MF 

20% 

160V 

1 







C663 

1-102-038-00 

CERAMIC 

0.001MF 


500V 

1 ★*★★★****★★★★★***★★*★**★**★*****★****★★★★***•*;★★*★★★***★*★★★*** 

C664 

1-102-038-00 

CERAMIC 

0.001MF 


500V 

1 







C665 

1-123-338-00 

ELECT 

2200MF 

20% 

25 V 

1 

1 

*1-611-717-11 

N BOARD 
****★★★ 





C666 

1-123-325-00 

ELECT 

2200MF 

20% 

16V 

1 







C667 

1-102-038-00 

CERAMIC 

0.001MF 


500V 

1 

CAPACITOR 





C668 

1-102-038-00 

CERAMIC 

0.001MF 


500V 

1 







C669 

1-123-363-00 

ELECT 

470MF 

20% 

50V 

1 Cl 

1-123-611-00 

ELECT 

IMF 


20% 

50V 

C670 

1-123-323-00 

ELECT 

470MF 

20% 

16V 

I C2 

1-123-613-00 

ELECT 

3.3MF 


20% 

50 V 







I C3 

1-102-112-00 

CERAMIC 

330PF 


10% 

50V 

C672 

1-162-318-11 

CERAMIC 

0.001MF 

10% 

500V 

1 C4 

1-123-821-00 

ELECT 

47MF 


20% 

16V 

C673 

1-162-318-11 

CERAMIC 

0.001MF 

10% 

500V 

1 







C680 

1-102-002-00 

CERAMIC 

680 PF 

10% 

500V 

1 

DIODE 





C681 

1-102-002-00 

CERAMIC 

680PF 

10% 

500V 

1 













1 01 

8-719-110-32 

DIODE PH302B 





DIODE 




1 

1 







D655 

8-719-300-09 

DIODE CTU-24S 



1 








*4-347-706-00 

HEAT SINK (TR); D655 



1 IC1 

8-752-010-60 

IC CX20106 





D656 

8-719-903-06 

DIODE ERC84- 

009 



1 







D657 

8-719-920-40 

DIODE ESAC82 

-004 



1 

RESISTOR 






*4-347-706-00 

HEAT SINK (TR); D657 



I 













1 R1 

1-247-799-00 

CARBON 

47 

5% 

1/6W 


D658 

8-719-301-09 

DIODE CTL-12S 



I R2 

1-247-775-00 

CARBON 

4.7 

5% 

1/6W 


D659 

8-719-302-00 

DIODE RU-2M 




1 R3 

1-214-784-00 

METAL 

200K 

1% 

1/4W 


D660 

8-719-903-06 

DIODE ERC84- 

009 



I R4 

1 

1-247-863-00 

CARBON 

22K 

5% 

1/6W 



FUSE 




1 

J ************************************************************** 

F651 A.1-532-557-11 

FUSE, GLASS 

TUBE 3.15A 



1 

1 

*A-1296-002-A 

A BOARD, COMPLETE 





*1-533-146-00 

HOLDER, FUSE 

; F651 



1 

1 


***************** 





CONNECTOR 




1 A.1-463-471-31 

SYNTHESIZER 

UNIT, FREQUENCY 








1 

*1-555-110-00 

CABLE, PIN 





G5 

*1-508-765-00 

3P PLUG (M) 




1 

*4-374-131-01 

LID, UPPER, 

SHIELD 

CASE, 

VIF 








1 

*4-374-132-01 

LID, BOTTOM, 

SHIELD 

CASE, VIF 



MODULE 




1 













1 

CONNECTOR 





IC651A-1-235-445-11 

MODULE, POWER (DM-21) 



1 













1 A1 

*1-564-440-11 

PLUG, CONNECTOR (2.5MM) 

4P 



COIL 




1 A2 

*1-564-445-31 

PLUG, CONNECTOR (2.5MM) 

9P 








1 A3 

*1-564-353-00 

PLUG, CONNECTOR (2.5MM) 

2P 


L653 

1-407-365-00 

COIL, CHOKE 

(HIGH FREQUENCY) 


| A4 

*1-564-353-00 

PLUG, CONNECTOR (2.5MM) 

2P 


L654 

1-407-780-00 

COIL, SPOOK 

CHOKE 



1 







L656 

1-459-406-00 

COIL (WITH CORE) 



1 

CAPACITOR 





L657 

1-407-365-00 

COIL, CHOKE 




1 







L658 

1-407-696-00 

MICRO INDUCTOR 18UH 



I C130 

1-123-318-00 

ELECT 

33MF 


20% 

16V 







I C136 

1-123-356-00 

ELECT 

10MF 


20% 

16V 

L659 

1-407-780-00 

COIL, SPOOK 

CHOKE 



I C137 

1-123-356-00 

ELECT 

10MF 


20% 

16V 







I C138 

1-123-356-00 

ELECT 

10MF 


20% 

16V 


RESISTOR 




I C139 

1 

1-123-356-00 

ELECT 

10MF 


20% 

16V 

R658 

1-247-807-00 

CARBON 

100 5% 

1/8W 

F 

| C140 

1-101-003-00 

CERAMIC 

0.0047MF 


50V 

R659 

1-247-807-00 

CARBON 

100 5% 

1/8W 

F 

I C141 

1-101-003-00 

CERAMIC 

0.0047MF 


50V 

R661 

1-202-657-15 

SOLID 

3.3M 5% 

1/2W 


I C142 

1-101-003-00 

CERAMIC 

0.0047MF 


50 V 


NOTE: 


The components identified by 
shading and mark A are critical 
for safety. Replace only with 
part number specified. 
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Ref.No. 

Part No. 

Description 



Remark |Ref.No. 

Part No. 

Description 



C143 

1-123-356-00 

ELECT 


10MF 

20% 

16V 

I D1605 

8-719-102-90 

DIODE RD10E-N2 



C147 

1-123-356-00 

ELECT 


10MF 

20 % 

16V 

1 





C148 

1-123-333-00 

ELECT 


100MF 

20% 

16V 

1 

IC 




C149 

1-123-307-00 

ELECT 


100MF 

20% 

10V 

1 





C201 

1-102-121-00 

CERAMIC 


0.0022MF 

10% 

50V 

| D102 

8-759-157-40 

IC UPC574J 










I IC102 

8-759-800-65 

IC LA7910 



C202 

1-102-121-00 

CERAMIC 


0.0022MF 

10% 

50 V 

| IC201 

8-752-001-41 

IC CX20014A 



C203 

1-102-851-00 

CERAMIC 


15PF 

5% 

50V 

| IC202 

8-752-013-90 

IC CX20139 



C204 

1-102-525-00 

CERAMIC 


68PF 

5% 

50V 

1 





C205 

1-123-318-00 

ELECT 


33MF 

20% 

16V 

1 

COIL 



C206 

1-123-318-00 

ELECT 


33MF 

20% 

16V 

1 












1 L103 

1-408-398-00 

MICRO INDUCTOR 1.2UH 


C208 

1-161-021-00 

CERAMIC 


0.047MF 

10% 

25V 

1 L104 

1-408-420-00 

MICRO INDUCTOR 82UH 



C209 

1-102-824-00 

CERAMIC 


470PF 

5% 

50V 

1 L105 

1-407-689-00 

MICRO INDUCTOR 4.7UH 


C211 

1-102-121-00 

CERAMIC 


0.0022MF 

10% 

50V 

1 L106 

1-407-689-00 

MICRO INDUCTOR 4.7UH 


C212 

1-101-004-00 

CERAMIC 


0.01MF 


50V 

| L108 

1-407-681-00 

MICRO INDUCTOR 1UH 



C213 

1-161-021-00 

CERAMIC 


0.047MF 

10% 

25V 

1 












1 L201 

1-408-408-00 

MICRO INDUCTOR 8.2UH 


C214 

1-102-121-00 

CERAMIC 


0.0022MF 

10% 

50V 

| L202 

1-408-709-00 

MICRO INDUCTOR 0.68UH 


C215 

1-102-121-00 

CERAMIC 


0.0022MF 

10% 

50V 

| L204 

1-408-408-00 

MICRO INDUCTOR 8.2UH 


C216 

1-102-525-00 

CERAMIC 


68PF 

5% 

50V 

1 L206 

1-408-412-00 

MICRO INDUCTOR 18UH 



C217 

1-123-586-00 

ELECT 


0.1MF 

20% 

50V 

I L207 

1-408-402-00 

MICRO INDUCTOR 2.7UH 


C218 

1-123-586-00 

ELECT 


0.1MF 

20% 

50 V 

1 

I L208 

1-408-411-00 

MICRO INDUCTOR 15UH 



C219 

1-102-637-00 

CERAMIC 


12PF 

5% 

50V 

1 





C220 

1-102-640-00 

CERAMIC 


18PF 

5% 

50V 

1 

TRANSISTOR 



C221 

1-161-013-00 

CERAMIC 


0.01MF 

10% 

25V 

1 





C222 

1-123-379-00 

ELECT 


0.47MF 

20% 

50V 

1 0101 

8-729-245-83 

TRANSISTOR 2SC2458 



C223 

1-123-356-00 

ELECT 


10MF 

20% 

16V 

1 Q201 

8-729-266-93 

TRANSISTOR 2SC2669 










1 Q202 

8-729-204-83 

TRANSISTOR 2SA1048GR 


C226 

1-102-121-00 

CERAMIC 


0.0022MF 

10% 

50V 

1 Q204 

8-729-204-83 

TRANSISTOR 2SA1048GR 


C228 

1-123-330-00 

ELECT 


22MF 

20% 

16V 

1 Q205 

8-729-245-83 

TRANSISTOR 2SC2458 



C231 

1-102-121-00 

CERAMIC 


0.0022MF 

10% 

50 V 

1 





C232 

1-102-959-00 

CERAMIC 


22PF 

10% 

50V 

I Q1604 

8-729-177-32 

TRANSISTOR 2SD773 



C233 

1-102-959-00 

CERAMIC 


22PF 

10% 

50V 

1 












1 

RESISTOR 



C234 

1-123-379-00 

ELECT 


0.47MF 

20% 

50V 

1 





C235 

1-123-379-00 

ELECT 


0.47MF 

20% 

50V 

I R100 

1-247-147-00 

CARBON 4.7K 

5% 

1/4W 

C236 

1-123-318-00 

ELECT 


33MF 

20% 

16V 

| R101 

1-247-147-00 

CARBON 4.7K 

5% 

1/4W 

C237 

1-102-121-00 

CERAMIC 


0.0022MF 

10% 

50V 

| R102 

1-247-708-11 

CARBON 470 

5% 

1/4W 

C238 

1-102-121-00 

CERAMIC 


0.0022MF 

10% 

50V 

I R103 

1-247-708-11 

CARBON 470 

5% 

1/4W 








I R104 

1-247-708-11 

CARBON 470 

5% 

1/4W 

C239 

1-102-752-61 

CERAMIC 


30 PF 

5% 

50V 

1 





C240 

1-124-005-11 

ELECT 


4.7MF 

20% 

50V 

I R105 

1-246-411-75 

CARBON 2.7 

5% 

1/4W 

C241 

1-101-888-00 

CERAMIC 


68PF 

5% 

50V 

I R106 

1-247-115-00 

CARBON 220 

5% 

1/4W 

C242 

1-123-381-00 

ELECT 


2.2MF 

20% 

50V 

I R107 

1-247-831-00 

CARBON IK 

5% 

1/6W 

C248 

1-102-074-00 

CERAMIC 


0.001MF 

10% 

50V 

| R108 

1-247-831-00 

CARBON IK 

5% 

1/6W 








I R109 

1-247-161-00 

CARBON 18K 

5% 

1/4W 

C249 

1-102-959-00 

CERAMIC 


22PF 

10% 

50V 

1 





C1602 

1-123-333-00 

ELECT 


100MF 

20% 

16V 

I R110 

1-247-849-00 

CARBON 5.6K 

5% 

1/6W 

C1603 

1-123-343-00 

ELECT 


33MF 

20% 

25V 

I R201 

1-247-837-00 

CARBON 1.8K 

5% 

1/6W 








I R202 

1-249-459-11 

CARBON 12K 

5% 

1/4W 


FILTER 





I R203 

1-247-855-00 

CARBON 10K 

5% 

1/6W 








I R204 

1-247-867-00 

CARBON 33K 

5% 

1/6W 

CF201 

1-409-332-00 

CERAMIC 

TRAP 

(4.5MHZ) 



1 





CF202 

1-527-943-00 

FILTER, 

CERAMIC 



I R205 

1-247-867-00 

CARBON 33K 

5% 

1/6W 

SWF201 

1-404-479-00 

SAWF 





I R206 

1-247-863-00 

CARBON 22K 

5% 

1/6W 








I R208 

1-247-883-00 

CARBON 150K 

5% 

1/6W 


DIODE 





I R209 

1-247-883-00 

CARBON 150K 

5% 

1/6W 








I R211 

1-247-831-00 

CARBON IK 

5% 

1/6W 

D108 

8-719-911-19 

DIODE 1SS119 




1 





D201 

8-719-911-19 

DIODE 1SS119 




1 R212 

1-247-783-00 

CARBON 10 

5% 

1/6W 

D202 

8-719-911-19 

DIODE 1SS119 




1 R215 

1-247-883-00 

CARBON 150K 

5% 

1/6W 


Remark 




KV-25DXR 

RM-727/APM-X3U 


M 


lef.No 

Part No. 

Description 



Remark 

I Ref.No 

Part No. 

Description 


Remark 

R216 

1-247-815-00 

CAR80N 

220 5% 1/6W 


I D1307 

8-719-911-19 

DIODE 1SS119 



R218 

1-247-845-00 

CARBON 

3.9K 5% 1/6W 


| D1308 

8-719-911-19 

DIODE 1SS119 



R219 

1-247-817-00 

CARBON 

270 5% 1/6W 


I D1310 

8-719-911-19 

DIODE 1SS119 



R220 

1-247-801-00 

CARBON 

56 5% 1/6W 


I 01313 

8-719-911-19 

DIODE 1SS119 



R221 

1-247-843-00 

CARBON 

3.3K 5% 1/6W 


I 01314 

8-719-911-19 

DIODE 1SS119 



R223 

1-247-831-00 

CARBON 

IK 5% 1/6W 


I D1316 

8-719-911-19 

DIODE 1SS119 



R228 

1-247-833-00 

CARBON 

1.2K 5% 1/6W 


| D1317 

8-719-911-19 

DIODE 1SS119 



R229 

1-247-803-00 

CARBON 

68 5% 1/6W 


1 D1320 

8-719-911-19 

DIODE 1SS119 



R234 

1-249-421-11 

CARBON 

2.2K 5% 1/6W 


I D1321 

8-719-911-19 

DIODE 1SS119 



R235 

1-247-821-00 

CARBON 

390 5% 1/6W 


I D1322 

1 

8-719-102-58 

DIODE RD3.6E-N2 



R237 

1-247-803-00 

CARBON 

68 5% 1/6W 


1 

IC 




R238 

1-247-847-00 

CARBON 

4.7K 5% 1/6W 


! 





R239 

1-247-713-11 

CARBON 

IK 5% 1/4W 


I IC130I 

8-759-909-49 

IC CX23040 



R1608 

1-212-370-00 

METAL OXIDE 

6.8 5% 1W 

F 

1 





R1609 

1-247-811-00 

CARBON 

150 5% 1/6W 


1 

COIL 




VARIABLE RESISTOR 



I L1301 

1 

1-408-405-00 

MICRO INDUCTOR 4.7UH 


RV201 

1-228-723-00 

RES, ADJ, CERAMIC CARBON 4.7K 


1 

1 

CONNECTOR 



RV202 

1-228-723-00 

RES, ADO, CERAMIC CARBON 4.7K 


1 











| Ml 

*1-564-354-21 

PLUG, CONNECTOR C2.5MM) 

3P 


TRANSFORMER 




| M2 

*1-564-442-11 

PLUG, CONNECTOR (2.5MM) 

6 P 







1 M3 

*1-564-441-11 

PLUG, CONNECTOR (2.5MM) 

5P 

T201 

1-404-541-11 

COIL 




| M4 

*1-564-354-00 

PLUG, CONNECTOR (2.5MM) 3P 

T202 

1-404-467-00 

COIL, VIF 




| M5 

*1-564-354-00 

PLUG, CONNECTOR (2.5MM) 

3P 

T203 

1-404-467-00 

COIL, VIF 




1 





T204 

1-404-505-00 

COIL 




| M 8 

*1-564-354-00 

PLUG, CONNECTOR (2.5MM) 

3P 

T205 

1-404-489-00 

COIL 




| M9 

*1-564-442-11 

PLUG, CONNECTOR (2.5MM) 

6 P 


TUNER 




1 

[ 

TRANSISTOR 



TU101A. 1-463-470-00 

TUNER, ET (BT-896) 



I Q1301 

8-729-245-83 

TRANSISTOR 2SC2458 









| Q1302 

8-729-245-83 

TRANSISTOR 2SC2458 



************************************************************** j Ql 303 

8-729-245-83 

TRANSISTOR 2SC2458 




*1-613-982-11 

M BOARD 




1 

1 

RESISTOR 





******* 




1 











I R1301 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 


CAPACITOR 




I R1302 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 







I R1303 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 

C1301 

1-102-978-00 

CERAMIC 

220PF 

5* 

50V 

I R1304 

1-247-717-11 

CAR80N 2.2K 

5% 

1/4W 

Cl 302 

1-102-978-00 

CERAMIC 

220PF 

5% 

50 V 

I R1305 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 

C1303 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

1 





C1304 

1-123-318-00 

ELECT 

33MF 

20 % 

16V 

I R1306 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 

C1305 

1-106-196-00 

MYLAR 

0.01MF 

10 % 

100V 

i R1307 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 







I R1308 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 

Cl 306 

1-123-333-00 

ELECT 

100MF 

20 % 

16V 

1 R1309 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 

C1307 

1-102-822-00 

CERAMIC 

390PF 

5% 

50V 

I R1310 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 

C1308 

1 - 101 - 888-00 

CERAMIC 

68 PF 

5% 

50V 

1 





C1309 

1-102-074-00 

CERAMIC 

0.001MF 

10 % 

50V 

| R1311 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 

C1310 

1-102-074-00 

CERAMIC 

0.001MF 

10 % 

50V 

I R1312 

1-247-171-00 

CARBON 47K 

5% 

1/4W 







I R1313 

1-247-179-00 

CARBON 100K 

5% 

1/4W 

C1311 

1-102-074-00 

CERAMIC 

0.001MF 

10 % 

50V 

I R1314 

1-247-717-11 

CARBON 2.2K 

5% 

1/4W 

C1312 

1-102-074-00 

CERAMIC 

0.001MF 

10 % 

50V 

I R1315 

1-246-529-00 

CARBON 220K 

5% 

1/4W 

C1313 

1-102-074-00 

CERAMIC 

0.001MF 

10 % 

50V 

1 





C1314 

1-102-074-00 

CERAMIC 

0.001MF 

10 % 

50V 

1 R1316 

1-247-147-00 

CARBON 4.7K 

5% 

1/4W 







| R1317 

1-247-133-00 

CARBON 1.2K 

5% 

1/4W 


DIODE 




I R1318 

1-247-708-11 

CARBON 470 

5% 

1/4W 







I R1319 

1-247-807-00 

CARBON 100 

5% 

1/8W F 

D1305 

8-719-911-19 

DIODE 1SS119 




1 R1320 

1-247-725-11 

CARBON 10K 

5% 

1/4W 

01306 

8-719-911-19 

DIOOE 1SS119 




1 






NOTE: 

(PI 

H The components identified by *5 

I 1 ®? shading and mark A are critical g? 
; for safety. Replace only with S 
f part number specified. 
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KV-25DXR 

RM-727/APM-X3U 


M 


Ref.No. Part No. Description Remark 


R1322 

1-247-717-11 

CARBON 

2.2K 

5% 

1/4W 

R1323 

1-247-717-11 

CAR80N 

2.2K 

556 

1/4W 

R1324 

1-247-717-11 

CARBON 

2.2K 

5% 

1/4W 

R1326 

1-247-163-00 

CARBON 

22K 

5* 

1/4W 

R1327 

1-247-119-00 

CARBON 

330 

556 

1/4W 

R1328 

1-247-692-11 

CARBON 

22 

5% 

. 1/4W 

R1329 

1-247-159-00 

CARBON 

15K 

5* 

1/4W 

R1330 

1-247-725-11 

CARBON 

10K 

556 

1/4W 

R1331 

1-247-708-11 

CARBON 

470 

SX 

1/4W 

R1332 

1-247-171-00 

CARBON 

47K 

556 

1/4W 

R1333 

1-247-717-11 

CARBON 

2.2K 

556 

1/4W 

R1334 

1-247-717-11 

CARBON 

2.2K 

5* 

1/4W 

R1335 

1-247-717-11 

CARBON 

2.2K 

SX 

1/4W 

R1336 

1-247-713-11 

CARBON 

IK 

SX 

1/4W 

R1337 

1-247-717-11 

CARBON 

2.2K 

SX 

1/4W 

R1338 

1-247-717-11 

CARBON 

2.2K 

556 

1/4W 

R1339 

1-247-717-11 

CARBON 

2.2K 

556 

1/4W 

R1340 

1-247-717-11 

CAR80N 

2.2K 

SX 

1/4W 

R1341 

1-247-717-11 

CARBON 

2.2K 

SX 

1/4W 

R1342 

1-247-717-11 

CARBON 

2.2K 

SX 

1/4W 

R1343 

1-247-717-11 

CARBON 

2.2K 

SX 

1/4W 

R1344 

1-247-717-11 

CARBON 

2.2K 

SX 

1/4W 

R1345 

1-247-717-11 

CARBON 

2.2K 

SX 

1/4W 


SWITCH 


SW1301 

1-553-976-00 

SWITCH, 

PUSH 


SW1302 

1-553-976-00 

SWITCH, 

PUSH 


SW1303 

1-553-976-00 

SWITCH, 

PUSH 


SW1304 

1-553-976-00 

SWITCH, 

PUSH 


SW1305 

1-570-091-11 

SWITCH, 

PUSH (9 

KEY) 

SW1306 

1-570-090-11 

SWITCH, 

PUSH (2 

KEY) 

SW1307 

1-570-091-11 

SWITCH, 

PUSH (9 

KEY) 

SW1308 

1-570-091-11 

SWITCH, 

PUSH (9 

KEY) 

SW1309 

1-553-976-00 

SWITCH, 

PUSH 


SW1310 

1-553-976-00 

SWITCH, 

PUSH 


SW1311 

1-570-091-11 

SWITCH, 

PUSH (9 

KEY) 

SW1312 

1-570-091-11 

SWITCH, 

PUSH (9 

KEY) 

SW1313 

1-570-091-11 

SWITCH, 

PUSH (9 

KEY) 

SW1316 

1-570-091-11 

SWITCH, 

PUSH (9 

KEY) 

SW1317 

1-570-091-11 

SWITCH, 

PUSH (9 

KEY) 

SW1319 

1-570-091-11 

SWITCH, 

PUSH (9 

KEY) 

SW1321 

1-554-824-11 

SWITCH, 

PUSH (1 

KEY) 

SW1322 

1-554-824-11 

SWITCH, 

PUSH (1 

KEY) 

SW1323 

1-554-824-11 

SWITCH, 

PUSH (1 

KEY) 

SW1324 

1-570-090-11 

SWITCH, 

PUSH (2 

KEY) 


OSCILLATOR 


X1301 1-527-476-00 OSCILLATOR, CERAMIC 


Ref.No- 

. Part No. 

Description 



Remark 


*A-1330-618-A 

C BOARD, COMPLETE 





***************** 




1-526-644-61 

SOCKET, CRT 





CONNECTOR 




Cl 

*1-506-371-00 

2P PLUG (L) 




C5 

*1-508-765-00 

3P PLUG (M) 





CAPACITOR 




C701 

1-129-779-00 

FILM 

0.022MF 

20* 

1KV 

C702 

1-162-115-00 

CERAMIC 

330PF 

10* 

2KV 

C703 

1-123-383-00 

ELECT 

4.7MF 

20* 

100V 

C704 

1-123-948-00 

ELECT 

22MF 

20* 

250V 

C708 

1-123-330-00 

ELECT 

22MF 

20* 

16V 

C709 

1-102-030-00 

CERAMIC 

330PF 

10* 

500V 

C710 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50V 

C711 

1-123-948-00 

ELECT 

22MF 

20* 

250V 

C720 

1-102-074-00 

CERAMIC 

0.001MF 

10* 

50V 

C721 

1-102-074-00 

CERAMIC 

0.001MF 

10* 

50V 

C722 

1-102-074-00 

CERAMIC 

0.001MF 

10* 

50V 

C723 

1-102-114-00 

CERAMIC 

470PF 

10* 

50V 

C724 

1-102-114-00 

CERAMIC 

470PF 

10* 

50V 

C725 

1-102-115-00 

CERAMIC 

560PF 

10* 

50V 

C727 

1-106-212-00 

MYLAR 

0.047MF 

10* 

100 V 

C728 

1-123-323-00 

ELECT 

470MF 

20* 

16V 

C730 

1-102-116-00 

CERAMIC 

680PF 

10* 

50V 

C731 

1-102-116-00 

CERAMIC 

680PF 

10* 

50V 

C732 

1-102-116-00 

CERAMIC 

680PF 

10* 

50V 

C733 

1-102-074-00 

CERAMIC 

0.001MF 

10* 

50V 


DIODE 




D701 

8-719-911-19 

DIODE 1SS119 




D702 

8-719-911-19 

DIODE 1SS119 




D703 

8-719-911-19 

DIODE 1SS119 




D704 

8-719-911-19 

01 ODE 1SS119 




0705 

8-719-911-19 

DIODE 1SS119 




D706 

8-719-911-19 

DIODE 1SS119 




D707 

8-719-911-19 

DIODE 1SS119 





COIL 




L701 

1-408-450-11 

MICRO INDUCTOR 47UH 



L702 

1-408-450-11 

MICRO INDUCTOR 47UH 



L703 

1-408-450-11 

MICRO INDUCTOR 47UH 



L705 

1-459-598-11 

COIL (WITH CORE) (DRUM TYPE) 


L709 

1-408-557-00 

MICRO INDUCTOR 3.3UH 




TRANSISTOR 


Q701 

Q702 

Q703 

Q704 

Q705 


8-729-326-11 

8-729-326-11 

8-729-326-11 

8-729-245-83 

8-729-245-83 


TRANSISTOR 2SC2611 
TRANSISTOR 2SC2611 
TRANSISTOR 2SC2611 
TRANSISTOR 2SC2458 
TRANSISTOR 2SC2458 





KV-25DXR 

RM-727/APM-X3U 


D 


Ref.No. 

Part No. 

Description 




Remark 

|Ref.No. 

Part No. 

Description 



Remark 

Q706 

8-729-245-83 

TRANSISTOR 

2SC2458 




1 

1 


*A-1345-537-A 

D BOARD, COMPLETE 



Q710 

8-729-200-17 

TRANSISTOR 

2SA1091 




1 



***************** 



Q711 

8-729-200-17 

TRANSISTOR 

2SA1091 




1 







Q712 

8-729-200-17 

TRANSISTOR 

2SA1091 




1 


*4-363-404-00 

HOLDER, IC 




Q713 

8-729-204-83 

TRANSISTOR 

2SA1048GR 



1 














[ 


CAPACITOR 




Q714 

8-729-204-83 

TRANSISTOR 

2SA1048GR 



1 














1 

C500 

1-129-701-00 

FILM 

0.01MF 

5% 

100V 


RESISTOR 





1 

C501 

1-123-360-00 

ELECT 

100MF 

20% 

50V 








1 

C502 

1-123-359-00 

ELECT 

47MF 

20% 

50V 

R701 

1-202-845-00 

SOLID 

390K 


1/2W 


1 

C503 

1-123-357-00 

ELECT 

22MF 

20% 

50 V 

R702 

1-202-720-00 

SOLID 

1.2M 

10% 

1/2W 


1 

C504 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

R703 

1-202-543-00 

SOLID 

56 

10% 

1/2W 


1 







R704 

1-202-844-00 

SOLID 

330K 


1/2W 


1 

C506 

1-108-620-91 

MYLAR 

0.0033MF 

10% 

100V 

R705 

1-202-815-51 

SOLID 

47K 


1/2W 


1 

C507 

1-108-618-91 

MYLAR 

0.0022MF 

10% 

100V 








1 

C508 

1-106-208-00 

MYLAR 

0.033MF 

10% 

100V 

R706 

1-202-846-00 

SOLID 

470K 


1/2W 


1 

C509 

1-108-620-91 

MYLAR 

0.0033MF 

10% 

100V 

R707 

1-202-846-00 

SOLID 

470K 

10% 

1/2W 


1 

C510 

1-106-196-00 

MYLAR 

0.01MF 

10% 

100V 

R712 

1-206-747-00 

METAL OXIDE 

8.2K 

5% 

3W 

F 

[ 







R713 

1-206-747-00 

METAL OXIDE 

8.2K 

5% 

3W 

F 

1 

C513 

1-123-379-00 

ELECT 

0.47MF 

20% 

50V 

R714 

1-206-747-00 

METAL OXIDE 

8.2K 

5% 

3W 

F 

1 

C514 

1-123-356-00 

ELECT 

10MF 

20% 

25V 








1 

C515 

1-123-356-00 

ELECT 

10MF 

20% 

25V 

R715 

1-247-807-00 

CARBON 

100 

5% 

1/6W 


1 

C516 

1-123-332-00 

ELECT 

47MF 

20% 

25 V 

R720 

1-247-807-00 

CARBON 

100 

5% 

1/6W 


1 

C517 

1-108-431-00 

MYLAR 

0.068MF 

10% 

200V 

R727 

1-202-549-00 

SOLID 

100 

10% 

1/2W 


1 







R728 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


1 

C518 

1-108-429-00 

MYLAR 

0.047MF 

10% 

200V 

R740 

1-247-775-00 

CARBON 

4.7 

5% 

1/6W 


1 

C519 

1-123-931-00 

ELECT 

3.3MF 

20% 

160 V 








1 

C520 

1-102-212-00 

CERAMIC 

820PF 

10% 

500V 

R742 

1-247-775-00 

CARBON 

4.7 

5% 

1/6W 


1 

C521 

1-102-030-00 

CERAMIC 

330PF 

10% 

500V 

R744 

1-247-775-00 

CARBON 

4.7 

5% 

1/6W 


I 

C522 

1-123-875-51 

ELECT 

10MF 

20% 

50V 

R751 

1-247-713-11 

CARBON 

IK 

5% 

1/4W 


1 







R752 

1-247-713-11 

CARBON 

IK 

5% 

1/4W 


I 

C525 

1-108-431-00 

MYLAR 

0.068MF 

10% 

200V 

R753 

1-202-824-00 

SOLID 

3.3K 


1/2W 


1 

C526 

1-108-437-00 

MYLAR 

0.22MF 

10% 

200V 




- 




1 

C527 

1-102-157-00 

CERAMIC 

560PF 

10% 

500V 

R754 

1-202-824-00 

SOLID 

3.3K 


1/2W 


1 

C528 

1-123-364-00 

ELECT 

1000MF 

20% 

50V 

R755 

1-202-824-00 

SOLID 

3.3K 


1/2W 


1 

C530 

1-124-035-00 

ELECT 

47MF 

20% 

16V 

R756 

1-247-807-00 

CARBON 

100 

5% 

1/6W 


1 







R757 

1-247-713-11 

CARBON 

IK 

5% 

1/4W 


1 

C531 

1-123-364-00 

ELECT 

1000MF 

20% 

50V 

R759 

1-247-801-00 

CARBON 

56 

5% 

1/6W 


1 

C532 

1-102-038-00 

CERAMIC 

0.001MF 


500V 








1 

C533 

1-108-429-00 

MYLAR 

0.047MF 

10% 

200V 

R760 

1-247-230-00 

CARBON 

390 

5% 

1/2W 


1 

C534 

1-102-223-00 

CERAMIC 

0.0047MF 

10% 

2KV 

R761 

1-247-791-00 

CARBON 

22 

5% 

1/6W 


1 

C535 

1-106-377-00 

MYLAR 

0.027MF 

10% 

200V 

R762 

1-247-833-00 

CARBON 

1.2K 

5% 

1/6W 


1 







R763 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


[ 

C536 

1-123-379-00 

ELECT 

0.47MF 

20% 

50V 

R764 

1-247-815-00 

CARBON 

220 

5% 

1/6W 


1 

C537 

1-123-384-00 

ELECT 

10MF 

20% 

100V 








1 

C538 A. 1-136-179-11 

FILM 

1.5MF 

5% 

200V 

R765 

1-247-815-00 

CARBON 

220 

5% 

1/6W 


1 

C539 

1-130-797-11 

FILM 

0.68MF 

5% 

250V 

R766 

1-247-815-00 

CARBON 

220 

5% 

1/6W 


1 

C540 

1-108-431-00 

MYLAR 

0.068MF 

10% 

200V 

R767 

1-247-807-00 

CARBON 

100 

5% 

1/6W 


1 







R768 

1-247-807-00 

CARBON 

100 

5% 

1/6W 


1 

C541 

1-108-614-91 

MYLAR 

0.001MF 

10% 

100V 

R769 

1-247-807-00 

CARBON 

100 

5% 

1/6W 


1 

C542 

1-136-053-00 

FILM 

1.2MF 

5% 

200V 








1 

C543 

1-130-061-00 

FILM 

0.0015MF 

10% 

630V 

R770 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 


1 

C544 

1-108-686-91 

MYLAR 

0.0033MF 

10% 

200V 

R771 

1-247-793-00 

CARBON 

27 

5% 

1/6W 


1 

C545 

1-162-115-00 

CERAMIC 

330PF 

10% 

2KV 

R772 

1-247-793-00 

CARBON 

27 

5% 

1/6W 


1 







R773 

1-247-793-00 

CARBON 

27 

5% 

1/6W 


1 

C546 A. 1-136-316-51 

FILM 

0.056MF 

5% 

630V 

R774 

1-247-841-00 

CARBON 

2.7K 

5% 

1/6W 


1 

C548 A. 1-136-317-11 

FILM 

0.025MF 

3% 

2KV 








1 

C549 A.1-162-115-51 

CERAMIC 

330PF 

10% 

2KV 

R775 

1-247-833-00 

CARBON 

1.2K 

5% 

1/6W 


1 

C550 

1-123-361-00 

ELECT 

220MF 

20% 

50 V 








1 

C551 

1-162-117-00 

CERAMIC 

100PF 

10% 

500V 


VARIABLE RESISTOR 




1 














1 

C552 

1-106-228-00 

MYLAR 

0.22MF 

10% 

100V 

RV701 

1-226-157-00 

RES, ADO, l€TAL GLAZE 1M 



1 

C553 

1-123-357-00 

ELECT 

22MF 

20% 

50V 


NOTE: 


The components identified by 
shading and mark A are critical 
for safety. Replace only with 
j§ part number specified. 


- 98 - 
















KV-25DXR 
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D 

Ref.No 

Part No. 

Description 



Remark 

|Ref.No 

Part No. 

Description 


Remark 

C554 

1-102-030-00 

CERAMIC 

330PF 

10% 

500V 

| D4 

*1-564-354-00 

PLUG, CONNECTOR 

(2.5MM) 3P 


C555 

1-108-614-91 

MYLAR 

0.001MF 

10% 

100V 

| 05 

*1-564-440-11 

PLUG, CONNECTOR 

(2.5MM) 4P 


C556 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

| 06 

*1-564-443-11 

PLUG, CONNECTOR 

(2.5MM) 7P 


C558 

1-123-356-00 

ELECT 

10MF 

20% 

50V 

1 07 

*1-508-765-00 

3P PLUG (M) 



C560 

1-108-622-91 

MYLAR 

0.0047MF 

10% 

100V 

| 08 

*1-564-442-11 

PLUG, CONNECTOR 

(2.5MM) 6P 


C561 

1-123-382-00 

ELECT 

3.3MF 

20% 

50V 

| 09 

*1-508-766-00 

4P PLUG (M) 



C562 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

| 010 

*1-508-766-00 

4P PLUG (M) 



C563 

1-108-614-91 

MYLAR 

0.001MF 

10% 

100V 

! Oil 

*1-564-440-11 

PLUG, CONNECTOR 

(2.5MM) 4P 


C564 

1-123-369-00 

ELECT 

4.7MF 

20% 

25V 

| 012 

*1-564-440-11 

PLUG, CONNECTOR 

(2.5MM) 4P 


C565 

1-124-005-11 

ELECT 

4.7MF 

20% 

50V 

| 014 

I 

*1-508-765-00 

3P PLUG (M) 



C566 

1-123-330-00 

ELECT 

22MF 

20% 

16V 

I 015 

*1-508-767-00 

5P PLUG 



C567 

1-123-093-00 

ELECT 

22MF 

20% 

160V 

| DY1 

*1-508-765-00 

3P PLUG (M) 


j 

C568 

1-102-824-00 

CERAMIC 

470PF 

5% 

50V 

| DY2 

*1-508-765-00 

3P PLUG (M) 



C569 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

| DY3 

*1-508-766-00 

4P PLUG (M) 



C570 

1-123-024-00 

ELECT 

33MF 


160 V 

1 











1 

DIODE 



C577 

1-102-212-00 

CERAMIC 

820 PF 

10% 

500V 

1 





C579 

1-123-948-00 

ELECT 

22MF 

20% 

250V 

| 0500 

8-719-911-19 

DIODE 1SS119 



C580 

1-106-208-00 

MYLAR 

0.033MF 

10% 

100V 

| 0501 

8-719-101-58 

DIODE RD5.6E-L2 



C581 

1-102-117-00 

CERAMIC 

820PF 

10% 

50V 

| 0503 

8-719-300-76 

DIODE RH1A 



C582 

1-123-330-00 

ELECT 

22MF 

20% 

16V 

| 0505 

8-719-200-02 

DIODE 10E2 









I 0506 

8-719-200-02 

DIODE 10E2 



C583 

1-123-330-00 

ELECT 

22MF 

20% 

16V 

1 





C584 

1-102-989-00 

CERAMIC 

68PF 

5% 

500V 

| 0508 

8-719-911-19 

DIODE 1SS119 



C585 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

I 0509 

8-719-300-38 

DIODE GU-3A 



Cl 600 

1-123-335-00 

ELECT 

330MF 

20% 

25 V 

| 0510 

8-719-300-76 

DIODE RHlA 



C1601 

1-123-323-00 

ELECT 

470MF 

20% 

16V 

| 0511 

8-719-901-19 

DIODE VllN 









I D512 

8-719-200-02 

DIODE 10E2 



C1604 

1-123-333-00 

ELECT 

100MF 

20% 

16V 

1 





C1605 

1-123-318-00 

ELECT 

33MF 

20% 

16V 

I 0513 

8-719-200-02 

DIODE 10E2 



C1606 

1-136-171-00 

FILM 

0.33MF 

5% 

50V 

| 0514 

8-719-300-65 

DIODE ES1F 



C1608 

1-102-959-00 

CERAMIC 

22 PF 

5% 

50V 

| D515 

8-719-305-15 

DIODE GH3F 


j 

C1609 

1-102-989-00 

CERAMIC 

68PF 

5% 

500V 

1 0516 

8-719-305-15 

DIODE GH3F 


1 







1 0517 

8-719-900-26 

DIODE ERD29-08J 


i 

C1611 

1-108-614-91 

MYLAR 

0.001MF 

10% 

100V 

1 




i 

C1612 

1-108-614-91 

MYLAR 

0.001MF 

10% 

100V 

1 D518 

8-719-190-00 

DIODE RD24E-BZ7 



C1613 

1-106-212-00 

MYLAR 

0.047MF 

10% 

100V 

1 D520 

8-719-911-19 

DIODE 1SS119 



C1614 

1-106-196-00 

MYLAR 

0.01MF 

10% 

100V 

1 0521 

8-719-911-19 

DIODE 1SS119 



C1615 

1-108-620-91 

MYLAR 

0.0033MF 

10% 

100V 

I 0522 

8-719-100-35 

DIODE RD5.6E-B2 









I 0523 

8-719-911-19 

DIODE 1SS119 



C1616 

1-106-224-00 

MYLAR 

0.15MF 

10% 

100V 

1 





C1617 

1-106-192-00 

MYLAR 

0.0068MF 

10% 

100V 

| 0524 

8-719-110-07 

DIODE RD10E-B 



C1618 

1-108-425-00 

MYLAR 

0.022MF 

10% 

200V 

I 0525 

8-719-200-02 

DIODE 10E2 



C1619 

1-106-212-00 

MYLAR 

0.047MF 

10% 

100V 

I 0527 

8-719-911-19 

DIODE 1SS119 



C1620 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

| 0528 

8-719-911-19 

DIODE 1SS119 









I D529 

8-719-102-70 

DIODE RD5.6E-N1 



C1621 

1-123-369-00 

ELECT 

4.7MF 

20% 

25 V 

1 





C1623 

1-102-973-00 

CERAMIC 

100PF 

5% 

50V 

I 0530 

8-719-911-19 

DIODE 1SS119 



C1624 

1-106-212-00 

MYLAR 

0.047MF 

10% 

100V 

] D1603 

8-719-102-72 

DIODE RD5.6E-N3 



C1626 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

I 01607 

8-719-100-80 

DIODE RD20E-B2 



C1627 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

| 01608 

1 

8-719-911-19 

DIODE 1SS119 



C1630 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

1 

IC 




C1631 

1-123-337-00 

ELECT 

1000MF 

20% 

25 V 

1 





C1632 

1-123-324-00 

ELECT 

1000MF 

20% 

16V 

| IC500 

8-759-700-42 

IC NJM2904D 









I IC501 

8-759-700-42 

IC N0M29O4D 




CONNECTOR 




I IC502 

8-759-700-81 

IC NJM555D 









1 IC1601 8-749-930-52 

IC SI-3052V 



01 

*1-508-767-00 

5P PLUG 




1 

4-363-414-00 

SPACER, MICA; IC1601 


D2 

*1-508-766-00 

4P PLUG (M) 




1 





03 

*1-508-768-00 

6P PLUG 




1 
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D 


Ref.No 

Part No. 

Description 

Remark IRef.No. 

Part No. 

Description 




Remark 


COIL 


1 

1 

I 

RESISTOR 





L500 

1-459-119-00 

COIL, DUST 

CORE(ARC) 

I R500 

1-247-799-00 

CARBON 

47 

556 

1 / 8 W 

F 

L501 

1-407-877-00 

MICRO INDUCTOR 15MMH 

| R501 

1-247-843-00 

CARBON 

3.3K 

556 

1 / 6 W 


1502 

1-408-225-00 

MICRO INDUCTOR 3.3UH 

I R502 

1-247-863-00 

CARBON 

22K 

5% 

1 / 6 W 


L503 

1-459-104-00 

COIL, OUST 

CORE 

I R503 

1-247-847-00 

CARBON 

4.7K 

556 

1 / 6 W 


L504 

1-459-104-00 

COIL, DUST 

CORE 

| R504 

1-247-863-00 

CARBON 

22K 

556 

1 / 6 W 


L505 A. 1-459-485-11 

COIL, CHOKE 

| R505 

1-247-799-00 

CARBON 

47 

556 

1 / 8 W 

F 

L506 

1-408-225-00 

MICRO INDUCTOR 3.3UH 

| R506 

1-247-843-00 

CARBON 

3.3K 

556 

1 / 6 W 


L507 

1-407-500-00 

MICRO INDUCTOR 4.7MMH 

I R508 

1-247-875-00 

CARBON 

68 K 

5% 

1 / 6 W 


L508 

1-459-059-00 

COIL, OUST 

CORE 

I R509 

1-247-831-00 

CARBON 

IK 

5% 

1 / 6 W 


L509 A. 1-421-390-11 

COIL, FERRITE (PMC) 

I R510 

1 

1-247-875-00 

CARBON 

68 K 

556 

1/6W 


L510 

1-407-365-00 

COIL, CHOKE 

I R511 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


L511 

1-407-365-00 

COIL, CHOKE 

I R512 

1-247-700-11 

CARBON 

100 

5% 

1/4W 


L 512 

1-407-365-00 

COIL, CHOKE 

I R513 

1-247-873-00 

CARBON 

56K 

5 % 

1 / 6 W 


L513 

1-459-215-00 

CORE COIL 


| R514 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


L514 

1-459-075-00 

COIL, DYNAMIC CONVERSION CHOKE 

| R515 

1 

1-247-833-00 

CARBON 

1.2K 

5% 

1 / 6 W 


L515 A.l-459-284-11 

HLC (FERRITE CHOKE) 

| R516 

1-247-871-00 

CARBON 

47K 

5* 

1 / 6 W 


L516 

1-407-365-00 

COIL, CHOKE 

| R517 

1-247-855-00 

CARBON 

10K 

556 

1/6W 


L517 

1-408-247-00 

MICRO INDUCTOR 33MMH 

| R518 

1-247-167-00 

CARBON 

33K 

5% 

1/4W 






I R519 

1-247-855-00 

CARBON 

10K 

5% 

1 / 6 W 



NEON LAMP 


I R520 

1 

1-247-871-00 

CARBON 

47K 

5% 

1 / 6 W 


NL 501 

1-519-237-11 

LAMP, NEON 


I R521 

1-247-837-00 

CARBON 

1.8K 

556 

1 / 6 W 






I R522 

1-247-167-00 

CARBON 

33K 

556 

1/4W 



TRANSISTOR 


I R523 

1-247-147-00 

CARBON 

4.7K 

5% 

1/4W 






I R524 

1-247-875-00 

CARBON 

68 K 

5% 

1 / 6 W 


Q500 

8-729-122-02 

TRANSISTOR 

2SA1220A 

] R526 

1-247-843-00 

CARBON 

3.3K 

556 

1 / 6 W 



*4-329-153-00 

HEAT SINK, 

V OUT; Q500 

1 







Q501 

8-729-169-02 

TRANSISTOR 

2SC2690A 

I R527 

1-247-115-00 

CARBON 

220 

5% 

1/4W 



*4-329-153-00 

HEAT SINK, 

V OUT; Q501 

| R528 

1-249-421-11 

CARBON 

2.2K 

5% 

1 / 6 W 


Q502 

8-729-801-45 

TRANSISTOR 

2SC3064 

I R529 

1-247-171-00 

CARBON 

47K 

5% 

1/4W 






1 R530 

1-247-877-00 

CARBON 

82K 

5% 

1 / 6 W 


Q504 

8-729-245-83 

TRANSISTOR 

2SC2458 

| R531 

1-247-855-00 

CARBON 

10K 

556 

1 / 6 W 


Q505 

8-729-245-83 

TRANSISTOR 

2SC2458 

1 







Q506 

8-729-245-83 

TRANSISTOR 

2SC2458 

1 R532 

1-244-919-00 

CARBON 

82K 

5% 

1/2W 


Q507 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

1 R533 

1-247-887-00 

CARBON 

220K 

5% 

1 / 6 W 


Q508 

8-729-323-82 

TRANSISTOR 

2SD1138-02-C 

BR534 A 


METAL 



1/4W 






I R536 

1-215-475-00 

METAL 

180K 

1 % 

1 / 6 W 


Q509 

8-729-294-00 

TRANSISTOR 

2SA940 

1 R537 

1-247-167-00 

CARBON 

33K 

5% 

1/4W 


Q510 

8-729-195-82 

TRANSISTOR 

2SC2958 

1 







Q511 

8-729-300-90 

TRANSISTOR 

2SD1497-06 

| R540 

1-247-807-00 

CARBON 

100 

5% 

1 / 8 W 

F 


4-363-414-00 

SPACER, MICA; Q511 

| R541 

1-213-145-00 

METAL OXIDE 

1.5K 

5% 

1 W 

F 

Q512 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R543 

1-212-361-00 

METAL OXIDE 

1.2 

5% 

1 W 

F 





| R546 

1-247-791-00 

CARBON 

22 

5% 

1/8W 

F 

Q513 

8-729-168-82 

TRANSISTOR 

2SC2688 

I R547 

1-212-361-00 

METAL OXIDE 

1.2 

5% 

1 W 

F 

Q514 

8-729-245-83 

TRANSISTOR 

2SC2458 

1 







Q515 

8-729-245-83 

TRANSISTOR 

2SC2458 

| R548 

1-247-034-00 

CARBON 

220 

556 

1 / 8 W 

F 

Q517 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

| R549 

1-213-141-00 

METAL OXIDE 

680 

5% 

1 W 

F 

Q518 

8-729-313-42 

TRANSISTOR 

2SD1134 

| R550 

1-247-837-00 

CARBON 

1.8K 

5 % 

1 / 6 W 






| R551 

1-247-725-11 

CARBON 

10K 

556 

1/4W 



4-342-013-00 

SPACER, MICA; Q518 

| R552 

1-212-360-00 

METAL OXIDE 

1 

5* 

1W 

F 


4-374-104-01 

HOLDER, TR; 

Q518 

1 







Q1600 

8-729-313-42 

TRANSISTOR 

2SD1134 

| R553 

1-247-831-00 

CARBON 

IK 

556 

1/6W 



4-342-013-00 

SPACER, MICA; Q1600 

| R554 

1-247-797-00 

CARBON 

39 

5% 

1 / 8 W 

F 


4-374-104-01 

HOLDER, TR; 

Q1600 

| R555 

1-213-148-00 

METAL OXIDE 

2.7K 

5% 

1 W 

F 





I R557 

1-210-859-00 

CARBON 

1.2 

556 

1 / 8 W 

F 

Q1605 

8-729-113-32 

TRANSISTOR 

2SB733 

I R558 

1-206-511-00 

METAL OXIDE 

10 

5% 

3W 

F 

Q1606 

8-729-245-83 

TRANSISTOR 

2SC2458 

1 







Q1607 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R559 

1-213-146-00 

METAL OXIDE 

1.8K 

5% 

1W 

F 


NOTE: 


The components identified by 
shading and mark A are critical 
for safety. Replace only with 
part number specified. 


• The components identified by B in this parts list have 
been carefully factory-selected for each set in order to 
satisfy regulations regarding X-ray radiation. Should 
replacement be required, replace only with the value 
originally used. 
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KV-25DXR 

RM-727/APM-X3U 


D 


Ref.No. 

Part No. 

Description 




Remark IRef.No. 

Part No. 

Description 




Remark 

R560 

1-214-910-00 

METAL 

75K 

1 % 

1/2W 


I R1609 

1-247-700-11 

CARBON 

100 

5 % 

1/4W 


R561 

1-213-125-00 

METAL OXIDE 

33 

5% 

1W 

F 

I R1610 

1-247-119-00 

CARBON 

330 

5% 

1/4W 


R562 

1-246-994-00 

CARBON 

680 

5 % 

1 / 8 W 

F 

I R1612 

1-249-455-11 

CARBON 

4.7 

5% 

1/4W 

F 

R563 

1-206-485-00 

METAL OXIDE 

82 

5% 

2W 

F 

[ R1613 

1-247-702-11 

CARBON 

150 

5% 

1/4W 


R564 

1-213-141-00 

METAL OXIDE 

680 

5% 

lw 

F 

I R1614 

1-206-696-00 

METAL OXIDE 

22K 

5% 

2W 

F 

R565 

1-206-658-00 

METAL OXIDE 

560 

5% 

2 W 

F 

I R1615 

1-206-696-00 

METAL OXIDE 

22K 

5% 

2W 

F 

R566 

1-247-807-00 

CARBON 

100 

5% 

1 / 6 W 


I R1616 

1-215-429-00 

METAL 

2.2K 

1 % 

1/6W 


R567 

1-215-075-00 

METAL OXIDE 

0.47 

5% 

2 W 

F 

I R1617 

1-215-428-00 

METAL 

2K 

1% 

1/6W 


R568 

1-206-467-00 

METAL OXIDE 

15 

5% 

2 W 

F 

I R1620 

1-247-855-00 

CARBON 

10K 

5 % 

1/6W 


R569 

1-247-829-00 

CARBON 

820 

5% 

1 / 6 W 


I R1621 

j 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 


R570 

1-206-692-00 

METAL OXIDE 

15K 

5% 

2 W 

F 

1 R1622 

1-247-795-00 

CARBON 

33 

5% 

1 / 8 W 

F 

R571 

1-247-855-00 

CARBON 

10 K 

5% 

1 / 6 W 


1 R162-3 

1-247-847-00 

CARBON 

4.7K 

5 % 

1/6W 


R572 

1-215-445-00 

METAL 

10K 

1 * 

1/6W 


I R1625 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 


B R573A. 

METAL 



1/4W 


I R1626 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 


R574 

1-215-443-00 

METAL 

8.2K 

1 % 

1 / 6 W 


I R1627 

I 

1-247-853-00 

CARBON 

8.2K 

5% 

1/6W 


R576 

1-215-431-00 

METAL 

2.7K 

1 * 

1 / 6 W 


1 R1628 

1-247-853-00 

CARBON 

8.2K 

5 % 

1/6W 


R577 

1-246-531-00 

CARBON 

270K 

5% 

1/4W 


1 R1629 

1-247-889-00 

CARBON 

270K 

5% 

1/6W 


R578 

1-215-440-00 

METAL 

6.2K 

1% 

1 / 6 W 


I R1630 

1-247-713-11 

CARBON 

IK 

5% 

1/4W 


R579 

1-247-897-00 

CARBON 

560K 

5% 

1 / 6 W 


I R1631 

1-247-883-00 

CARBON 

150K 

5% 

1/6W 


R580 

1-247-815-00 

CARBON 

220 

5 % 

1 / 6 W 


I R1632 

1-206-642-11 

METAL OXIDE 

120 

5% 

2W 

F 

R581 

1-215-469-00 

METAL 

100K 

\% 

1 / 6 W 


I R1633 

1-247-819-00 

CARBON 

330 

5% 

1/6W 


R582 

1-202-721-00 

SOLID 

1.5M 

10 % 

1 / 2 W 


I R1634 

1-247-819-00 

CARBON 

330 

5% 

1/6W 


R583 

1-247-887-00 

CARBON 

220K 

5% 

1 / 6 W 


1 R1635 

1-247-823-00 

CARBON 

470 

5% 

1/6W 


R584 

1-215-445-00 

METAL 

10K 

1% 

1 / 6 W 


1 R1636 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 


R585 

1-247-901-00 

CARBON 

820K 

5% 

1 / 6 W 


1 R1637 

1-247-895-00 

CARBON 

470K 

5% 

1/6W 


R586 

1-247-873-00 

CARBON 

56K 

5% 

1/6W 


1 R1638 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


R587 

1-247-855-00 

CARBON 

10K 

5% 

1 / 6 W 


1 R1639 

1-247-173-00 

CARBON 

56K 

5% 

1/4W 


R588 

1-247-901-00 

CARBON 

820K 

5% 

1 / 6 W 


1 R1641 

1-206-485-00 

METAL OXIDE 

82 

5 % 

2W 

F 

R589 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 


1 R1642 

1-206-485-00 

METAL OXIDE 

82 

556 

2W 

F 

R590 

1-247-877-00 

CARBON 

82K 

5% 

1/6W 


I R1645 

I 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 


R591 

1-247-855-00 

CARBON 

10K 

5% 

1 / 6 W 


I R1646 

1-247-871-00 

CARBON 

47K 

556 

1/6W 


R592 

1-247-901-00 

CARBON 

820K 

5% 

1 / 6 W 


I R1648 

1-247-831-00 

CARBON 

IK 

556 

1/6W 


R593 

1-247-855-00 

CARBON 

10K 

5% 

1 / 6 W 


I R1649 

1-247-879-00 

CARBON 

100K 

556 

1/6W 


R594 

1-247-161-00 

CARBON 

18K 

5% 

1/4W 


I R1650 

1-247-819-00 

CARBON 

330 

556 

1/6W 


R595 

1-247-167-00 

CARBON 

33K 

5% 

1/4W 


| R1651 

1-213-163-00 

METAL OXIDE 

47K 

5% 

1W 

F 

R596 

1-247-713-11 

CARBON 

IK 

5% 

1/4W 


[ R1652 

1-206-487-00 

METAL OXIDE 

1 

556 

3W 

F 

R599 

1-247-885-00 

CARBON 

180K 

5% 

1 / 6 W 


I R1653 

1-206-491-00 

METAL OXIDE 

1.5 

556 

3W 

F 

R600 

1-206-656-00 

METAL OXIDE 

470 

5% 

2W 

F 

1 







R1500 

1-215-480-81 

METAL 

300K 

1 % 

1/6W 


1 

VARIABLE RESISTOR 




R1501 

1-249-421-11 

CARBON 

2.2K 

5% 

1 / 6 W 


1 














1 RV500A. 1-228-727-11 

RES, ADJ, CERAMIC 

CARBON 

47K 


R1502 

1-215-442-00 

METAL 

7.5K 

1% 

1 / 6 W 


I RV501 

1-228-727-00 

RES, ADJ, CERAMIC 

CARBON 

47K 


R1503 

1-247-847-00 

CARBON 

4.7K 

5% 

1 / 6 W 


I RV502 

1-228-724-00 

RES, ADJ, CERAMIC 

CARBON 

10K 


R1504 

1-247-855-00 

CARBON 

10K 

5 % 

1 / 6 W 


I RV503 

1-228-724-00 

RES, ADJ, CERAMIC 

CARBON 

10K 


R1505 

1-247-855-00 

CARBON 

10K 

5% 

1 / 6 W 


I RV504 

1-228-727-00 

RES, ADJ, CERAMIC 

CARBON 

47K 


R1519 

1-213-153-51 

METAL OXIDE 

6 . 8 K 

5% 

1 W 

F 

I 














I RV505 

1-228-722-00 

RES, ADJ, CERAMIC 

CARBON 

3.3K 


R1522 

1-202-813-00 

SOLID 

22K 


1 / 2 W 


1 







R1524 

1-213-148-00 

METAL OXIDE 

2.7K 

5% 

1W 

F 

1 

SPARK GAP 





R1525 

1-205-782-11 

CEMENTED 

68 

S% 

10W 


1 







R1526 

1-215-447-00 

METAL 

12K 

1% 

1/6W 


I SG500 

1-519-063-XX 

DISCHARGING 

GAP 




R1527 

1-247-799-00 

CARBON 

47 

5% 

1/8W 

F 

1 















TRANSFORMER 





R1528 

1-210-859-00 

CARBON 

1.2 

5% 

1/8W 

F 

1 







R1529 

1-247-857-00 

CARBON 

12K 

5% 

1/6W 


1 T500 

1-413-059-00 

TRANSFORMER, 

FERRITE (DFT) 


R1530 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


I T502 

1-437-131-00 

TRANSFORMER, 

DRIVE 





• The components identified by B in this parts list have 
been carefully factory-selected for each set in order to 
satisfy regulations regarding X-ray radiation. Should 
replacement be required, replace only with the value 
originally used. 


NOTE: 
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KV-25DXR 

RM-727/APM-X3U 


u 


Ref.No. 

Part No. 

Description 


Remark |Ref.No. 

Part No. 

Description 


Remark 


*A-1381-040-A 

U BOARD, 

COMPLETE 



| C3047 

1-124-255-00 

ELECT 

IMF 

20 % 

t 

50V 



****************** 



I C3048 

1-101-005-00 

CERAMIC 0.022MF 


50V 







I C3049 

1-101-005-00 

CERAMIC 0.022MF 


50V 


1-536-930-11 

TERMINAL 

BOARD, INPUT/OUTPUT 


| C3050 

1-102-978-00 

CERAMIC 220PF 

5% 

50V 


4-349-613-00 

BUTTON, 

FUNCTION 



| C3051 
] 

1-123-332-00 

ELECT 

47MF 

20 % 

16V 


CAPACITOR 




I C3052 

1-101-006-00 

CERAMIC 0.047MF 


50V 







1 C3053 

1-101-361-00 

CERAMIC 150PF 

5% 

50V 

C3000 

1-124-234-00 

ELECT 

22MF 

20 % 

16V 

I C3054 

1-123-324-00 

ELECT 

1000MF 

20 % 

16V 

C3001 

1-123-379-00 

ELECT 

0.47MF 

20 % 

50V 

I C3055 

1-102-973-00 

CERAMIC 100PF 

5% 

50 V 

C3002 

1-102-965-00 

CERAMIC 

39PF 

5% 

50V 

1 






C3003 

1-102-965-00 

CERAMIC 

39PF 

5% 

50V 

1 

CONNECTOR 




C3004 

1-102-965-00 

CERAMIC 

39PF 

5% 

50V 

1 












1 CNJ300*1-560-984-00 

CONNECTOR (PLUG) 34P 



C3005 

1-123-330-00 

ELECT 

22MF 

20 % 

16V 

1 






C3006 

1-123-332-00 

ELECT 

47MF 

20 % 

16V 

1 

DIODE 




C3007 

1-102-125-00 

CERAMIC 

0.0047MF 

10 % 

50V 

1 






C3008 

1-123-318-00 

ELECT 

33MF 

20 % 

16V 

I D3000 

8-719-102-73 

DIODE 

RD6.2E-N1 



C3009 

1-123-318-00 

ELECT 

33MF 

20 % 

16V 

| D3001 

8-719-911-19 

DIODE 

1SS119 









I D3002 

8-719-911-19 

DIODE 

1SS119 


| 

C3010 

1-123-318-00 

ELECT 

33MF 

20 % 

16V 

| D3003 

8-719-911-19 

DIODE 

1SS119 


I 

C3011 

1-124-236-00 

ELECT 

47MF 

20 % 

16V 

| D3004 

8-719-911-19 

DIODE 

1SS119 



C3012 

1-123-333-00 

ELECT 

100MF 

20 % 

16V 

1 






C3013 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

| D3005 

8-719-102-73 

DIODE 

RD6.2E-N1 



C3014 

1-123-333-00 

ELECT 

100MF 

20 % 

16V 

I 03006 

8-719-102-73 

DIODE 

RD6.2E-N1 









| D3011 

8-719-102-73 

DIODE 

RD6.2E-N1 



C3015 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

I D3012 

8-719-911-19 

DIODE 

1SS119 



C3016 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

I 03013 

8-719-911-19 

DIODE 

1SS119 



C3017 

1-123-323-00 

ELECT 

470MF 

20 % 

16V 

1 






C3018 

1-123-311-00 

ELECT 

1000MF 

20 % 

10V 

I D3014 

8-719-911-19 

DIODE 

1SS119 


i 

C3019 

1-123-307-00 

ELECT 

100MF 

20 % 

6.3V 

| 03015 

8-719-911-19 

DIODE 

1SS119 


| 







| D3016 

8-719-911-19 

DIODE 

1SS119 



C3020 

1-123-310-00 

ELECT 

470MF 

20 % 

10V 

| 03017 

8-719-911-19 

DIODE 

1SS119 



C3021 

1-101-884-00 

CERAMIC 

56PF 

5% 

50V 

| D3018 

8-719-911-19 

DIODE 

1SS119 



C3022 

1-124-236-00 

ELECT 

47MF 

20 % 

16V 

1 






C3023 

1-123-332-00 

ELECT 

47MF 

20 % 

16V 

I D3019 

8-719-102-73 

DIODE 

RD6.2E-N1 



C3024 

1-123-332-00 

ELECT 

47MF 

20 % 

16V 

1 D3020 

8-719-102-73 

DIODE 

RD6.2E-N1 









I D3021 

8-719-911-19 

DIODE 

1SS119 



C3025 

1-123-332-00 

ELECT 

47MF 

20 % 

16V 

1 03022 

8-719-911-19 

DIODE 

1SS119 



C3026 

1-123-332-00 

ELECT 

47MF 

20 % 

16V 

I D3023 

8-719-102-73 

DIODE 

RD6.2E-N1 



C3027 

1-123-325-00 

ELECT 

2200MF 

20 % 

16V 

1 






C3028 

1-123-325-00 

ELECT 

2200MF 

20 % 

16 V 

| D3024 

8-719-911-19 

DIODE 

1SS119 



C3029 

1-123-325-00 

ELECT 

2200MF 

20 % 

16V 

1 

1 

IC 





C3030 

1-123-318-00 

ELECT 

33MF 

20 % 

16V 

1 

1 





C3031 

1-123-380-00 

ELECT 

IMF 

20 % 

50V 

I IC3000 

8-759-900-09 

IC SN74LS09N 



C3032 

1-123-380-00 

ELECT 

IMF 

20 % 

50V 

I IC3001 

8-759-045-51 

IC MC14551BCP 



C3033 

1-124-255-00 

ELECT 

IMF 

20 % 

50V 

| IC3002 

8-759-240-52 

IC TC4052BP 



C3034 

1-123-380-00 

ELECT 

IMF 

20 % 

50V 

I IC3003 

8-759-145-58 

IC UPC4558C 









[ IC3004 

8-759-240-52 

IC TC4052BP 


j 

C3035 

1-123-380-00 

ELECT 

IMF 

20 % 

50V 

1 






C3036 

1-124-255-00 

ELECT 

IMF 

20 % 

50V 

I IC3005 

8-759-240-52 

IC TC4052BP 



C3037 

1-124-255-00 

ELECT 

IMF 

20 % 

50V 

I IC3006 

8-759-108-05 

IC UPC78L05A 



C3038 

1-123-380-00 

ELECT 

IMF 

20 % 

50V 

! 






C3039 

1-123-380-00 

ELECT 

IMF 

20 % 

50 V 

1 

1 

COIL 




C3040 

1-123-380-00 

ELECT 

IMF 

20 % 

50 V 

| L3000 

1-408-403-00 

MICRO 

INDUCTOR 3.3UH 



C3041 

1-123-321-00 

ELECT 

220MF 

20 % 

16V 

| L3001 

1-408-403-00 

MICRO 

INDUCTOR 3.3UH 



C3042 

1-123-318-00 

ELECT 

33MF 

20 % 

16V 

I L3002 

1-408-417-00 

MICRO 

INDUCTOR 47UH 



C3044 

1-124-255-00 

ELECT 

IMF 

20 % 

50V 

I L3003 

1-408-235-00 

MICRO 

INDUCTOR 2.2MMH 



C3045 

1-124-255-00 

ELECT 

IMF 

20 % 

50V 

1 

1 






C3046 

1-124-255-00 

ELECT 

IMF 

20 % 

50V 

1 

I 
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KV-25DXR 


RM-727/APM-X3U 

TT 


Ref.No. 

Part No. 

Description 

Remark |Ref.No. 

Part No. 

Description 




TRANSISTOR 


1 

I Q3052 

8-729-245-83 

TRANSISTOR 

2SC2458 







I Q3053 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q3000 

8-729-245-83 

TRANSISTOR 

2SC2458 

I Q3054 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q3001 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

1 






Q3002 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

1 

RESISTOR 




Q3003 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

1 






Q3004 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3000 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 





| R3001 

1-247-871-00 

CARBON 

47K 

SX 

1/6W 

Q3005 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3002 

1-247-807-00 

CARBON 

100 

5 X 

1/6W 

Q3006 

8-729-245-83 

TRANSISTOR 

2SC2458 

| R3003 

1-247-807-00 

CARBON 

100 

SX 

1 /6W 

Q3007 

8-729-245-83 

TRANSISTOR 

2SC2458 

| R3004 

1-247-807-00 

CARBON 

100 

5X 

1 /6W 

Q3008 

8-729-245-83 

TRANSISTOR 

2SC2458 

1 






Q3009 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3005 

1-247-700-11 

CARBON 

100 

5X 

1/4W 





| R3006 

1-247-735-11 

CARBON 

47 

SX 

1/2W 

Q3010 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3007 

1-247-115-00 

CARBON 

220 

5X 

1/4W 

Q3011 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3008 

1-247-115-00 

CARBON 

220 

5X 

1/4W 

Q3012 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3009 

1-247-115-00 

CARBON 

220 

SX 

1/4W 

Q3013 

8-729-245-83 

TRANSISTOR 

2SC2458 

1 






Q3014 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3010 

1-247-115-00 

CARBON 

220 

5% 

1/4W 





! R3011 

1-247-115-00 

CARBON 

220 

5% 

1/4W 

Q3015 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3012 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

Q3016 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3013 

1-247-855-00 

CARBON 

10K 

5* 

1/6W 

Q3017 

8-729-245-83 

TRANSISTOR 

2SC2458 

| R3014 

1-247-845-00 

CARBON 

3.9K 

5% 

1/6W 

Q3018 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

1 






Q3019 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3015 

1-247-135-00 

CARBON 

1.5K 

5% 

1/4W 





| R3016 

1-247-127-00 

CARBON 

680 

SX 

1/4W 

Q3020 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

| R3017 

1-247-827-00 

CARBON 

680 

SX 

1 /6W 

Q3021 

8-729-245-83 

TRANSISTOR 

2SC2458 

| R3018 

1-247-827-00 

CARBON 

680 

SX 

1 /6W 

Q3022 

8-729-900-89 

TRANSISTOR 

DTC144ES 

I R3019 

1-247-823-00 

CARBON 

470 

SX 

1/6W 

Q3023 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

1 






Q3024 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3020 

1-247-713-11 

CARBON 

IK 

5X 

1/4W 





| R3021 

1-247-815-00 

CARBON 

220 

SX 

1 /6W 

Q3025 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

| R3022 

1-247-147-00 

CARBON 

4.7K 

SX 

1/4W 

Q3026 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3023 

1-247-835-00 

CARBON 

1.5K 

5X 

1 /6W 

Q3027 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

| R3024 

1-247-851-00 

CARBON 

6 .8K 

SX 

1/6W 

Q3028 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

1 






Q3029 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3025 

1-247-103-00 

CARBON 

68 

5X 

1/4W 





1 R3026 

1-247-699-11 

CARBON 

82 

SX 

1/4W 

Q3030 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3027 

1-247-699-11 

CARBON 

82 

SX 

1/4W 

Q3031 

8-729-245-83 

TRANSISTOR 

2SC2458 

1 R3028 

1-247-699-11 

CARBON 

82 

SX 

1/4W 

Q3032 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3029 

1-247-097-00 

CARBON 

39 

SX 

1/4W 

Q3033 

8-729-900-89 

TRANSISTOR 

DTC144ES 

1 






Q3034 

8-729-900-89 

TRANSISTOR 

DTC144ES 

I R3030 

1-247-725-11 

CARBON 

10K 

SX 

1/4W 





I R3031 

1-247-725-11 

CARBON 

10K 

5X 

1/4W 

Q3035 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3032 

1-247-855-00 

CARBON 

10K 

SX 

1 /6W 

Q3036 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3033 

1-247-855-00 

CARBON 

10K 

SX 

1 /6W 

Q3037 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3034 

1-247-855-00 

CARBON 

10K 

5X 

1 /6W 

Q3038 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

1 






Q3039 

8-729-245-83 

TRANSISTOR 

2SC2458 

| R3035 

1-247-849-00 

CARBON 

5.6K 

SX 

1 /6W 





I R3036 

1-247-147-00 

CARBON 

4.7K 

SX 

1/4W 

Q3040 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3037 

1-247-713-11 

CARBON 

IK 

SX 

1/4W 

Q3041 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3038 

1-247-855-00 

CARBON 

10K 

SX 

1 /6W 

Q3042 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3039 

1-247-873-00 

CARBON 

56K 

SX 

1 /6W 

Q3043 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

1 






Q3045 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3041 

1-247-865-00 

CARBON 

27K 

SX 

1/6W 





| R3042 

1-247-869-00 

CARBON 

39K 

SX 

1/6W 

Q3046 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3043 

1-247-869-00 

CARBON 

39K 

SX 

1/6W 

Q3047 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

| R3044 

1-247-851-00 

CARBON 

6 .8K 

SX 

1 /6W 

Q3048 

8-729-245-83 

TRANSISTOR 

2SC2458 

I R3045 

1-247-851-00 

CARBON 

6 .8K 

SX 

1/6W 

Q3049 

8-729-245-83 

TRANSISTOR 

2SC2458 

1 






Q3050 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3046 

1-247-871-00 

CARBON 

47K 

SX 

1/6W 





I R3047 

1-247-871-00 

CARBON 

47K 

SX 

1 /6W 

Q3051 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

I R3048 

1-247-893-00 

CARBON 

390K 

5X 

1 /6W 


Remark 


F 
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KV-25DXR 

RM-727/APM-X3U 

TT 


!ef.No. 

Part No. 

Description 



Remark |Ref.No. 

Part No. 

Description 



Remark 

R3049 

1-247-855-00 

CARBON 

10K 

5% 

1 /6W 

| R3108 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

R3050 

1-247-865-00 

CARBON 

27K 

5* 

1/6W 

I R3110 

1-247-104-00 

CARBON 

75 

55! 

1/4W 

R3052 

1-246-535-00 

CARBON 

390K 

5* 

1/4W 

| R 3111 

1-247-104-00 

CARBON 

75 

5* 

1/4W 

R3053 

1-247-893-00 

CARBON 

390K 

5* 

1/6W 

I R3112 

1-247-104-00 

CARBON 

75 

5* 

1/4W 

R3054 

1-247-893-00 

CARBON 

390K 

5* 

1/6W 

I R3113 

1-247-819-00 

CARBON 

330 

5% 

1 /6W 

R3055 

1-246-507-00 

CARBON 

27K 

5* 

1/4W 

I R3115 

1-247-855-00 

CARBON 

10K 

5% 

1 /6W 

R3056 

1-246-507-00 

CARBON 

27K 

5X 

1/4W 

J R3116 

1-247-887-00 

CARBON 

220K 

5% 

1/6W 

R3057 

1-246-507-00 

CARBON 

27K 

5* 

1/4W 

| R3117 

1-247-887-00 

CARBON 

220K 

5% 

1/6W 

R3058 

1-246-507-00 

CARBON 

27K 

5% 

1/4W 

I R3118 

1-247-863-00 

CARBON 

22K 

5% 

1 /6W 

R3060 

1-247-115-00 

CARBON 

220 

5% 

1/4W 

I R3119 

1 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 

R3061 

1-247-713-11 

CARBON 

IK 

5% 

1/4W 

I R3120 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 

R3062 

1-247-713-11 

CARBON 

IK 

5 % 

1/4W 

I R3121 

1-247-863-00 

CARBON 

22K 

5% 

1/6W 

R3063 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

I R3122 

1-247-855-00 

CARBON 

10K 

55! 

1/6W 

R3064 

1-247-845-00 

CARBON 

3.9K 

5% 

1/6W 

I R3123 

1-247-115-00 

CARBON 

220 

5 % 

1/4W 

R3065 

1-247-831-00 

CARBON 

IK 

5% 

1 /6W 

I R3124 

1 

1-247-700-11 

CARBON 

100 

5% 

1/4W 

R3066 

1-247-143-00 

CARBON 

3.3K 

5% 

1/4W 

I R3125 

1-246-463-00 

CARBON 

390 

5% 

1/4W 

R3067 

1-247-847-00 

CARBON 

4.7K 

5% 

1 /6W 

I R3126 

1-247-893-00 

CARBON 

390K 

5% 

1 /6W 

R3068 

1-247-831-00 

CARBON 

IK 

5% 

1 /6W 

I R3127 

1-247-104-00 

CARBON 

75 

5% 

1/4W 

R3069 

1-247-831-00 

CARBON 

IK 

S% 

1/6W 

I R3128 

1-247-104-00 

CARBON 

75 

5% 

1/4W 

R3070 

1-247-807-00 

CARBON 

100 

5% 

1 /6W 

| R3129 

j 

1-247-893-00 

CARBON 

390K 

5% 

1/6W 

R3071 

1-247-847-00 

CARBON 

4.7K 

5% 

1 /6W 

I R3130 

1-247-863-00 

CARBON 

22K 

5% 

1 /6W 

R3072 

1-247-831-00 

CARBON 

IK 

b% 

1/6W 

I R3131 

1-247-725-11 

CARBON 

10K 

5 % 

1/4W 

R3073 

1-247-700-11 

CARBON 

100 

5% 

1/4W 

I R3132 

1-247-893-00 

CARBON 

390K 

5% 

1 /6W 

R3074 

1-247-807-00 

CARBON 

100 

S% 

1 /6W 

I R3133 

1-247-104-00 

CARBON 

75 

5% 

1/4W 

R3075 

1-247-700-11 

CARBON 

100 

5% 

1/4W 

I R3134 

1 

1-247-879-00 

CARBON 

100K 

5% 

1 /6W 

R3076 

1-247-725-11 

CARBON 

10K 

5 % 

1/4W 

I R3135 

1-247-879-00 

CARBON 

100K 

5% 

1 /6W 

R3D77 

1-247-847-00 

CARBON 

4.7K 

5% 

1 /6W 

I R3136 

1-247-831-00 

CARBON 

IK 

5% 

1 /6W 

R3078 

1-247-867-00 

CARBON 

33K 

5% 

1/6W 

] R3137 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

R3079 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

| R3151 

1-247-855-00 

CARBON 

10K 

5% 

1 /6W 

R3080 

1-247-859-00 

CARBON 

15K 

5% 

1 /6W 

| R3161 

1-247-873-00 

CARBON 

56K 

5% 

1 /6W 

R3081 

1-247-823-00 

CARBON 

470 

5 % 

1 /6W 

1 R3162 

1-247-887-00 

CARBON 

220K 

5% 

1/6W 

R3082 

1-247-822-00 

CARBON 

430 

5 % 

1 /6W 

I R3163 

1-247-887-00 

CARBON 

220K 

5% 

1 /6W 

R3083 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

I R3164 

1-247-179-00 

CARBON 

100K 

5 % 

1/4W 

R3084 

1-247-831-00 

CARBON 

IK 

5% 

1 /6W 

I R3165 

1-247-873-00 

CARBON 

56K 

5% 

1/6W 

R3085 

1-247-859-00 

CARBON 

15K 

5 % 

1 /6W 

I R3166 

1-247-901-00 

CARBON 

820K 

5% 

1 /6W 

R3086 

1-247-823-00 

CARBON 

470 

5% 

1 /6W 

I R3167 

1-247-143-00 

CARBON 

3.3K 

5% 

1/4W 

R3087 

1-247-117-00 

CARBON 

270 

5% 

1/4W 

| R3168 

1-247-143-00 

CARBON 

3.3K 

5% 

1/4W 

R3088 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

| R3169 

1-246-543-00 

CARBON 

820K 

5% 

1/4W 

R3090 

1-246-463-00 

CARBON 

390 

5* 

1/4W 

I R3170 

1-247-879-00 

CARBON . 

100K 

5 % 

1 /6W 

R3091 

1-247-823-00 

CARBON 

470 

5% 

1 /6W 

I R3171 

1 

1-247-873-00 

CARBON 

56K 

5% 

1 /6W 

R3092 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

I R3172 

1-247-725-11 

CARBON 

10K 

5% 

1/4W 

R3093 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

I R3173 

1-247-725-11 

CARBON 

10K 

5% 

1/4W 

R3094 

1-247-831-00 

CARBON 

IK 

5% 

1 /6W 

I R3174 

1-246-507-00 

CARBON 

27K 

5% 

1/4W 

R3095 

1-247-143-00 

CARBON 

3.3K 

5 % 

1/4W 

I R3175 

1-246-507-00 

CARBON 

27K 

5% 

1/4W 

R3096 

1-247-815-00 

CARBON 

220 

5% 

1 /6W 

I R3176 
| 

1-247-149-00 

CARBON 

5.6K 

5% 

1/4W 

R3097 

1-247-815-00 

CARBON 

220 

5% 

1/6W 

| R3177 

1-247-149-00 

CARBON 

5.6K 

5% 

1/4W 

R3098 

1-247-159-00 

CARBON 

15K 

5% 

1/4W 

| R3178 

1-247-831-00 

CARBON 

IK 

5% 

1 /6W 

R3099 

1-247-713-11 

CARBON 

IK 

5% 

1/4W 

I R3179 

1-247-871-00 

CARBON 

47K 

5 % 

1/6W 

R3100 

1-247-879-00 

CARBON 

100K 

5% 

1/6W 

I R3180 

1-247-871-00 

CARBON 

47K 

5 % 

1/6W 

R3101 

1-247-103-00 

CARBON 

68 

5% 

1/4W 

| R3181 

1 

1-247-805-00 

CARBON 

82 

5% 

1/6W 

R3102 

1-247-855-00 

CARBON 

10K 

5 % 

1/6W 

| R3182 

1-247-787-00 

CARBON 

15 

5% 

1/6W 

R3104 

1-247-835-00 

CARBON 

1.5K 

5% 

1/6W 

I R3183 

1-247-787-00 

CARBON 

15 

5% 

1 /6W 

R3105 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

I R3184 

1-246-463-00 

CARBON 

390 

5 % 

1/4W 
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KV-25DXR 

RM-727/APM-X3U 


u 


Ref.No 

Part No. 

Description 


Remark 

IRef.No. 

Part No. 

Description 



Remark 

R3185 

1-247-875-00 

CARBON 

68K 5% 

1/6W 


1 

| C1121 

1-102-112-00 

CERAMIC 

330PF 

10% 

50V 

R3186 

1-247-849-00 

CARBON 

5.6K 5* 

1/6W 


I C1122 

1-123-369-00 

ELECT 

4.7MF 

20% 

25 V 

R3187 

1-247-119-00 

CARBON 

330 5* 

1/4W 


I C1123 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

R3188 

1-247-143-00 

CARBON 

3.3K 5* 

1/4W 


| C1124 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

R3189 

1-247-143-00 

CARBON 

3.3K 5* 

1/4W 


| C1125 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

R3190 

1-247-797-00 

CARBON 

39 5* 

1/6W 


I C1126 

1-123-380-00 

ELECT 

IMF 

20% 

50V 







I C1127 

1-123-356-00 

ELECT 

10MF 

20% 

16V 


SWITCH 




I C1128 

1-106-176-00 

MYLAR 

0.0015MF 

10% 

100V 







I C1129 

1-106-176-00 

MYLAR 

0.0015MF 

10% 

100V 

S3000 

1-553-651-00 

SWITCH 

, SLIDE 



1 C1130 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

S3001 

1-552-774-00 

SWITCH 

, PUSH 



1 






S3002 

1-552-774-00 

SWITCH 

, PUSH 



I C1131 

1-131-345-00 

TANTALUM 

0.47MF 

10% 

35 V 

S3003 

1-553-651-00 

SWITCH 

, SLIDE 



I C1132 

1-123-356-00 

ELECT 

10MF 

20% 

16V 







1 C1133 

1-123-318-00 

ELECT 

33MF 

20% 

16V 


CONNECTOR 




I C1134 

1-130-301-00 

FILM 

0.015MF 

5% 

100V 







| C1135 

1-123-323-00 

ELECT 

470MF 

20% 

16V 

U1 

*1-564-353-00 

PLUG, 

CONNECTOR (2.5MM) 

2P 


1 






U2 

*1-564-354-21 

PLUG, 

CONNECTOR (2.5MM) 

3P 


| C1136 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

U3 

*1-564-447-31 

PLUG, 

CONNECTOR (2.5MM) 

IIP 


| C1137 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

U4 

*1-564-354-00 

PLUG, 

CONNECTOR (2.5MM) 

3P 


I C1148 

1-123-308-00 

ELECT 

220MF 

20% 

10V 

U5 

*1-564-442-11 

PLUG, 

CONNECTOR (2.5MM) 

6P 


I C1149 

1-123-381-00 

ELECT 

2.2MF 

20% 

50V 







I C1150 

1-123-381-00 

ELECT 

2.2MF 

20% 

50V 

U6 

*1-564-353-00 

PLUG, 

CONNECTOR (2.5MM) 

2P 


1 






U7 

*1-564-451-11 

PLUG, 

CONNECTOR (2.5MM) 

3P 


| C1151 

1-123-369-00 

ELECT 

4.7MF 

20% 

25V 

U8 

*1-564-454-31 

PLUG, 

CONNECTOR (2.5MM) 

6P 


| Cl152 

1-123-369-00 

ELECT 

4.7MF 

20% 

25 V 

U9 

*1-564-453-11 

PLUG, 

CONNECTOR (2.5MM) 

5P 


| C1153 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

U10 

*1-564-440-11 

PLUG, 

CONNECTOR (2.5MM) 

4P 


| C1154 

1-101-004-00 

CERAMIC 

0.01MF 


50V 







| C1155 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

Ull 

*1-564-441-11 

PLUG, 

CONNECTOR (2.5MM) 

5P 


1 






U12 

*1-564-440-11 

PLUG, 

CONNECTOR (2.5MM) 

4P 


| C1156 

1-101-004-00 

CERAMIC 

0.01MF 


50V 

U13 

*1-564-354-00 

PLUG, 

CONNECTOR (2.5MM) 

3P 


| C1157 

1-124-556-11 

ELECT 

220CMF 

20% 

16V 







1 C1160 

1-106-212-00 

MYLAR 

0.047MF 

10% 

100V 

**************************************************************| c1161 

1-106-172-00 

MYLAR 

0.001MF 

10% 

100V 







I C1162 

1-106-172-00 

MYLAR 

0.001MF 

10% 

100V 


*A-1386-022-A 

X BOARD, COMPLETE 



1 








***************** 



1 C1163 

1-106-212-00 

MYLAR 

0.047MF 

10% 

100V 







I C1164 

1-123-330-00 

ELECT 

22MF 

20% 

25V 


CAPACITOR 




I C1165 

1-123-380-00 

ELECT 

IMF 

20% 

50V 







1 C1166 

1-102-824-00 

CERAMIC 

470PF 

5% 

50V 

C1101 

1-123-318-00 

ELECT 

33MF 

20% 

16V 

I C1167 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

C1102 

1-123-356-00 

ELECT 

10MF 

20 % 

16V 

1 






C1103 

1-123-318-00 

ELECT 

33MF 

20 % 

16V 

I C1168 

1-102-824-00 

CERAMIC 

470PF 

5% 

50V 

C1104 

1-123-356-00 

ELECT 

10MF 

20 % 

16V 

I C1169 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

C1105 

1-102-074-00 

CERAMIC 0.001MF 

10% 

50V 

I C1170 

1-123-360-00 

ELECT 

100MF 

20% 

50V 







1 C1171 

1-124-607-11 

ELECT 

2200MF 

20% 

50V 

C1106 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

I C1172 

1-123-346-00 

ELECT 

220MF 

20% 

35V 

C1107 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

1 






C1108 

1-102-074-00 

CERAMIC 0.001MF 

10% 

50 V 

I C1174 

1-106-208-00 

MYLAR 

0.033MF 

10% 

100V 

C1109 

1-106-196-00 

MYLAR 

0.01MF 

10% 

100 V 

| C1175 

1-123-364-00 

ELECT 

1000MF 

20% 

50V 

C1U0 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

I C1176 

1-123-359-00 

ELECT 

47MF 

20% 

35V 







I C1177 

1-106-212-00 

MYLAR 

0.047MF 

10% 

100V 

Cllll 

1-106-212-00 

MYLAR 

0.047MF 

10% 

100V 

I C1178 

1-106-212-00 

MYLAR 

0.047MF 

10% 

100V 

011 12 

1-106-196-00 

MYLAR 

0.01MF 

10% 

100V 

1 






C1113 

1-123-382-00 

ELECT 

3.3MF 

20% 

50V 

I C1179 

1-123-359-00 

ELECT 

47MF 

20% 

35 V 

C1114 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

I C1180 

1-123-364-00 

ELECT 

1000MF 

20% 

50V 

C1115 

1-130-275-00 

FILM 

0.0012MF 

5% 

100V 

| C1181 

1-106-208-00 

MYLAR 

0.033MF 

10% 

100V 







I C1183 

1-123-346-00 

ELECT 

220MF 

20% 

35V 

C1116 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

I C1184 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

C1117 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

1 






C1118 

1-123-321-00 

ELECT 

220MF 

20% 

16V 

I C1185 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

C1119 

1-106-172-00 

MYLAR 

0.00IMF 

10% 

100V 

I C1186 

1-123-380-00 

ELECT 

IMF 

20% 

50V 

C1120 

1-106-188-00 

MYLAR 

0.0047MF 

10% 

100V 

| C1187 

1-123-380-00 

ELECT 

IMF 

20% 

50V 
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KV-25DXR 

RM-727/APM-X3U 



Ref.No. 

Part No. 

Description 



Remark 

IRef.No. 

Part No. 

Description 




C1188 

1-123-380-00 

ELECT 

IMF 

20* 

50V 

1 

I Q1102 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1189 

1-102-074-00 

CERAMIC 

0.001MF 

10* 

50V 

1 Q1103 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1190 

1-123-333-00 

ELECT 

100MF 

20* 

16V 

I Q1104 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


C1200 

1-130-281-00 

FILM 

0.0022MF 

5* 

100V 

I Q1105 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1201 

1-131-343-00 

TANTALUM 

0.22MF 

10* 

35 V 

I Q1106 

8-729-245-83 

TRANSISTOR 

2SC2458 



Cl 202 

1-131-343-00 

TANTALUM 

0.22MF 

10* 

35V 

| Q1107 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1203 

1-130-281-00 

FILM 

0.0022MF 

5* 

100V 

I Q1108 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Cl 204 

1-131-345-00 

TANTALUM 

0.47MF 

10* 

35V 

I Q1109 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1205 

1-130-309-00 

FILM 

0.033MF 

5* 

100V 

| Q1110 

8-729-245-83 

TRANSISTOR 

2SC2458 



Cl 206 

1-130-285-00 

FILM 

0.0033MF 

5* 

100V 

1 Qllll 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


C1207 

1-130-285-00 

FILM 

0.0033MF 

5* 

100V 

I Q1112 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


C1208 

1-130-285-00 

FILM 

0.0033MF 

5* 

100V 

I Q1113 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1209 

1-130-285-00 

FILM 

0.0033MF 

5* 

100V 

I Q1114 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1210 

1-131-371-00 

TANTALUM 

10MF 

10* 

16V 

I Q1115 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1211 

1-123-332-00 

ELECT 

47MF 

20* 

16V 

I Q1116 

1 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1212 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50V 

1 Q1117 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1213 

1-130-297-00 

FILM 

0.01MF 

5* 

100V 

] Q1118 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1214 

1-123-586-00 

ELECT 

0.1MF 

20* 

50 V 

I Q1119 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1215 

1-123-380-00 

ELECT 

IMF 

20* 

50V 

I Q1120 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1216 

1-130-281-00 

FILM 

0.0022MF 

5* 

100V 

I Q1121 
| 

8-729-378-84 

TRANSISTOR 

2SD788 



C1217 

1-123-380-00 

ELECT 

IMF 

20* 

50V 

I Q1122 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1218 

1-123-380-00 

ELECT 

IMF 

20* 

50V 

1 Q1123 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1219 

1-123-382-00 

ELECT 

3.3MF 

20* 

50V 

| Q1124 

8-729-245-83 

TRANSISTOR 

2SC2458 



C1220 

1-123-356-00 

ELECT 

10MF 

20* 

16V 

1 






C1221 

1-102-125-00 

CERAMIC 

0.0047MF 

10* 

50 V 

1 

| 

RESISTOR 




C1222 

1-123-380-00 

ELECT 

IMF 

20* 

50V 

| R1101 

1-247-831-00 

CARBON 

IK 

5* 

1/6W 

C1223 

1-131-368-00 

TANTALUM 

3.3MF 

10* 

16V 

I R1102 

1-247-831-00 

CARBON 

IK 

5* 

1/6W 

C1224 

1-123-369-00 

ELECT 

4.7MF 

20* 

50V 

| R1103 

1-247-867-00 

CARBON 

33K 

5* 

1/6W 

C1225 

1-123-356-00 

ELECT 

10MF 

20* 

16V 

| R1104 

1-247-819-00 

CARBON 

330 

5* 

1/6W 

C1299 

1-108-849-00 

MYLAR 

0.1MF 

10* 

50 V 

| R1105 

1-247-837-00 

CARBON 

1.8K 

5* 

1/6W 


DIODE 




I R1106 

1-247-847-00 

CARBON 

4.7K 

5* 

1/6W 







| R1107 

1-247-867-00 

CARBON 

33K 

5* 

1/6W 

D1101 

8-719-911-19 

DIODE 1SS119 




1 R1108 

1-247-851-00 

CARBON 

6.8K 

5* 

1/6W 

Dll 02 

8-719-911-19 

DIODE 1SS119 




1 R1109 

1-247-859-00 

CARBON 

15K 

5* 

1/6W 

D1103 

8-719-911-19 

DIODE 1SS119 




I R1110 

1-247-859-00 

CARBON 

15K 

5* 

1/6W 

D1104 

8-719-911-19 

DIODE 1SS119 




1 






D1105 

8-719-102-74 

DIODE RD6.2E 

-N2 



1 Rllll 

1-247-849-00 

CARBON 

5.6K 

5* 

1/6W 







I R1112 

1-247-859-00 

CARBON 

15K 

5* 

1/6W 

D1106 

8-719-102-74 

DIODE RD6.2E 

-N2 



| R1113 

1-249-421-11 

CARBON 

2.2K 

5* 

1/6W 

D1299 

8-719-200-02 

DIODE 10E2 




| R1114 

1-247-881-00 

CARBON 

120K 

5* 

1/6W 


TP 





I R1115 
| 

1-247-863-00 

CARBON 

22K 

5* 

1/6W 







| R1116 

1-247-871-00 

CARBON 

47K 

5* 

1/6W 

IC1101 

8-759-800-18 

IC LA3375 




I R1117 

1-247-853-00 

CARBON 

8.2K 

5* 

1/6W 

IC1102 

8-759-271-33 

IC TA7133P 




| R1118 

1-247-866-00 

CARBON 

30K 

5* 

1/6W 

IC1103 

8-759-145-58 

IC UPC4558C 




I R1119 

1-247-847-00 

CARBON 

4.7K 

5* 

1/6W 

IC1104 

8-759-140-66 

IC UPD40668C 




I R1120 

1-247-891-00 

CARBON 

330K 

5* 

1/6W 

IC1105 

8-759-400-88 

IC AN6291 




1 












I R1121 

1-247-879-00 

CARBON 

100K 

5* 

1/6W 

IC 1106 

8-759-140-66 

IC UPD4066BC 




I R1122 

1-247-851-00 

CARBON 

6.8K 

5* 

1/6W 

IC1107 

8-759-907-16 

IC CX10026 




I R1123 

1-247-831-00 

CARBON 

IK 

5* 

1/6W 

IC1108 

8-749-943-62 

IC STK-4362 




I R1124 

1-247-857-00 

CARBON 

12K 

5* 

1/6W 

IC1109 

8-759-145-58 

IC UPC4558C 




I R1125 

I 

1-247-855-00 

CARBON 

10K 

5* 

1/6W 


TRANSISTOR 




I R1126 

1-247-855-00 

CARBON 

10K 

5* 

1/6W 







I R1127 

1-247-879-00 

CARBON 

100K 

5* 

1/6W 

Q1101 

8-729-245-83 

TRANSISTOR 2SC2458 



I R1128 

1-215-433-00 

METAL 

3.3K 

1* 

1/6W 


Remark 
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Ref.No. 

Part No. 

Description 



Remark IRef.No. 

1 

Part No. 

Description 




Remark 

R1129 

1-215-433-00 

METAL 

3.3K 

1* 

1/6W 

| R1187 

1-247-879-00 

CARBON 

100K 

556 

1/6W 


R1130 

1-247-879-00 

CARBON 

100K 

SX 

1/6W 

| R1188 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


R1132 

1-247-827-00 

CARBON 

680 

SX 

1/6W 

| R1189 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


R1133 

1-247-855-00 

CARBON 

10K 

SX 

1/6W 

I R1190 

1-247-811-00 

CARBON 

150 

5% 

1/6W 


R1134 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R1191 

1 

1-247-823-00 

CARBON 

470 

5% 

1/6W 


R1135 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

| R1192 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


R1136 

1-247-803-00 

CARBON 

68 

5* 

1/6W 

| R1193 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


R1137 

1-247-835-00 

CARBON 

1.5K 

S% 

1/6W 

| R1194 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


R1138 

1-247-819-00 

CARBON 

330 

SX 

1/6W 

| R1195 

1-247-879-00 

CARBON 

100K 

5% 

1/6W 


R1139 

1-247-861-00 

CARBON 

18K 

5 % 

1/6W 

| R1196 

1-247-879-00 

CARBON 

100K 

5% 

1/6W 


R1140 

1-247-851-00 

CARBON 

6.8K 

556 

1/6W 

| R1197 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 


R1141 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 

I R1199 

1-247-879-00 

CARBON 

100K 

5 % 

1/6W 


R1142 

1-247-871-00 

CARBON 

47K 

5* 

1/6W 

| R1200 

1-247-879-00 

CARBON 

100K 

5% 

1/6W 


R1143 

1-247-871-00 

CARBON 

47K 

556 

1/6W 

I R1203 

1-247-831-00 

CARBON 

IK 

SX 

1/6W 


R1144 

1-247-843-00 

CARBON 

3.3K 

5 % 

1/6W 

I R1204 

1 

1-247-831-00 

CARBON 

IK 

sx 

1/6W 


R1145 

1-247-143-00 

CARBON 

3.3K 

5* 

1/4W 

| R1205 

1-247-831-00 

CARBON 

IK 

SX 

1/6W 


R1146 

1-247-851-00 

CARBON 

6.8K 

SX 

1/6W 

| R1206 

1-247-831-00 

CARBON 

IK 

5X 

1/6W 


R1147 

1-247-861-00 

CARBON 

18K 

556 

1/6W 

| R1207 

1-247-831-00 

CARBON 

IK 

SX 

1/6W 


R1148 

1-247-847-00 

CARBON 

4.7K 

SX 

1/6W 

| R1208 

1-247-865-00 

CARBON 

27K 

SX 

1/6W 


R1149 

1-247-863-00 

CARBON 

22K 

5% 

1/6W 

| R1210 

1-247-847-00 

CARBON 

4.7K 

SX 

1/6W 


R1150 

1-215-486-00 

METAL 

510K 

156 

1/6W 

I R1211 

1-247-879-00 

CARBON 

100K 

SX 

1/6W 


R1151 

1-214-785-00 

METAL 

220K 

156 

1/4W 

| R1212 

1-247-847-00 

CARBON 

4.7K 

sx 

1/6W 


R1152 

1-215-469-00 

METAL 

100K 

156 

1/6W 

I R1213 

1-247-831-00 

CARBON 

IK 

sx 

1/6W 


R1153 

1-214-777-00 

METAL 

100K 

156 

1/4W 

I R1214 

1-247-879-00 

CARBON 

100K 

sx 

1/6W 


R1154 

1-214-785-00 

METAL 

220K 

1% 

1/4W 

| R1215 

1-247-881-00 

CARBON 

120K 

sx 

1/6W 


R1155 

1-215-493-00 

METAL 

1M 

156 

1/6W 

| R1216 

1-247-893-00 

CARBON 

390K 

sx 

1/6W 


R1156 

1-215-493-00 

METAL 

1M 

1% 

1/6W 

I R1217 

1-211-427-00 

CARBON 

100 

sx 

1/8W 

F 

R1157 

1-246-529-00 

CARBON 

220K 

5% 

1/4W 

I R1218 

1-247-825-00 

CARBON 

560 

sx 

1/6W 


R1158 

1-247-879-00 

CARBON 

100K 

5% 

1/6W 

| R1220 

1-247-859-00 

CARBON 

15K 

sx 

1/6W 


R1159 

1-247-886-00 

CARBON 

200K 

5% 

1/6W 

| R1221 

1-247-861-00 

CARBON 

18K 

sx 

1/6W 


R1160 

1-247-115-00 

CARBON 

220 

5% 

1/4W 

1 R1222 

1-211-401-00 

CARBON 

4.7 

sx 

1/8W 

F 

R1161 

1-247-863-00 

CARBON 

22K 

5% 

1/6W 

1 R1223 

1-211-401-00 

CARBON 

4.7 

5X 

1/8W 

F 

R1162 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

I R1224 

1-247-831-00 

CARBON 

IK 

sx 

1/6W 


R1163 

1-247-851-00 

CARBON 

6.8K 

5% 

1/6W 

1 R1225 

1-247-161-00 

CARBON 

18K 

sx 

1/4W 


R1164 

1-247-861-00 

CARBON 

18K 

5 % 

1/6W 

1 R1226 

1-247-859-00 

CARBON 

15K 

sx 

1/6W 


R1165 

1-247-848-00 

CARBON 

5.IK 

5% 

1/6W 

I R1227 

1-247-831-00 

CARBON 

IK 

sx 

1/6W 


R1166 

1-247-835-00 

CARBON 

1.5K 

5% 

1/6W 

| R1229 

1-247-825-00 

CARBON 

560 

sx 

1/6W 


R1167 

1-247-833-00 

CARBON 

1.2K 

5% 

1/6W 

I R1230 

1-247-879-00 

CARBON 

100K 

5X 

1/6W 


R1168 

1-247-847-00 

CARBON 

4.7K 

5 % 

1/6W 

I R1231 

1-247-831-00 

CARBON 

IK 

sx 

1/6W 


R1170 

1-247-849-00 

CARBON 

5.6K 

5% 

1/6W 

| R1232 

1 

1-247-831-00 

CARBON 

IK 

sx 

1/6W 


R1172 

1-247-823-00 

CARBON 

470 

5 % 

1/6W 

I R1233 

1-247-831-00 

CARBON 

IK 

sx 

1/6W 


R1173 

1-247-841-00 

CARBON 

2.7K 

5% 

1/6W 

I R1234 

1-247-831-00 

CARBON 

IK 

5X 

1/6W 


R1174 

1-247-829-00 

CARBON 

820 

5 % 

1/6W 

I R1237 

1-247-879-00 

CARBON 

100K 

5X 

1/6W 


R1175 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

I R1241 

1-247-855-00 

CARBON 

10K 

sx 

1/6W 


R1176 

1-247-815-00 

CARBON 

220 

596 

1/6W 

I R1243 

1 

1-247-862-00 

CARBON 

20K 

5X 

1/6W 


R1177 

1-247-863-00 

CARBON 

22K 

556 

1/6W 

I R1245 

1-247-867-00 

CARBON 

33K 

SX 

1/6W 


R1180 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R1246 

1-247-843-00 

CARBON 

3.3K 

sx 

1/6W 


R1181 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

I R1247 

1-247-885-00 

CARBON 

180K 

5X 

1/6W 


R1182 

1-247-838-00 

CARBON 

2K 

556 

1/6W 

I R1248 

1-247-885-00 

CARBON 

180K 

SX 

1/6W 


R1183 

1-247-838-00 

CARBON 

2K 

5 % 

1/6W 

I R1249 

1 

1-247-847-00 

CARBON 

4.7K 

5X 

1/6W 


R1184 

1-247-829-00 

CARBON 

820 

5% 

1/6W 

I R1250 

1-247-847-00 

CARBON 

4.7K 

SX 

1/6W 


R1185 

1-247-829-00 

CARBON 

820 

5% 

1/6W 

I R1251 

1-247-863-00 

CARBON 

22K 

SX 

1/6W 


R1186 

1-247-838-00 

CARBON 

2K 

5 % 

1/6W 

| R1252 

1-247-843-00 

CARBON 

3.3K 

SX 

1/6W 
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XA 


Ref.No. 

Part No. 

Description 



Remark |Ref.No 

Part No. 

Description 


Remark 

R1253 

1-247-865-00 

CARBON 

27K 

5* 

1/6W 

1 

*1-614-651-11 

XA BOARD 




R1254 

1-247-847-00 

CARBON 

4.7K 

5* 

1/6W 

1 


******** 




R1255 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 






R1256 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

! 

4-309-378-00 

SPACER 




R1257 

1-247-811-00 

CARBON 

150 

5% 

1/6W 

1 












1 

CAPACITOR 




R1258 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

1 






R1259 

1-247-869-00 

CARBON 

39K 

5% 

1/6W 

| C1701 

1-102-117-00 

CERAMIC 

820PF 

10% 

50 V 

R1260 

1-247-893-00 

CARBON 

390K 

5% 

1/6W 

| C1702 

1-102-116-00 

CERAMIC 

680PF 

10% 

50V 

R1261 

1-247-885-00 

CARBON 

180K 

5% 

1/6W 

| C1703 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

R1262 

1-247-844-00 

CARBON 

3.6K 

5% 

1/6W 

I Cl704 

1-123-356-00 

ELECT 

10MF 

20% 

16V 

R1263 

1-247-893-00 

CARBON 

390K 

5% 

1/6W 

1 

DIODE 




R1288 

1-247-848-00 

CARBON 

5.IK 

5% 

1/6W 

1 






R1289 

1-247-885-00 

CAR80N 

180K 

5% 

1/6W 

| D1701 

8-719-911-19 

DIODE 1SS119 



R1290 

1-247-811-00 

CARBON 

150 

5% 

1/6W 

1 






R1291 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

1 

1 

COIL 




R1292 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

| L1701 

1-408-242-00 

MICRO INDUCTOR 10MMH 



R1293 

1-247-844-00 

CARBON 

3.6K 

5% 

1/6W 

1 






R1294 

1-247-887-00 

CARBON 

220K 

5% 

1/6W 

1 

TRANSISTOR 




R1295 

1-215-421-00 

METAL 

IK 

1% 

1/6W 

1 






R1297 

1-247-887-00 

CARBON 

220K 

5% 

1/6W 

| Q1701 

8-729-245-83 

TRANSISTOR 

2SC2458 









I Q1702 

8-729-204-83 

TRANSISTOR 

2SA1048GR 



R1298 

1-247-777-00 

CARBON 

5.6 

5% 

1/8W F 

1 






R1299 

1-246-529-00 

CARBON 

220K 

5% 

1/4W 

1 

RESISTOR 





VARIABLE RESISTOR 


RV1101 1-228-724-00 RES 
RV1102 1-228-723-00 RES 
RV1103 1-228-720-00 RES 
RV1104 1-228-722-00 RES 
RV1106 1-228-724-00 RES 


ADJ, CERAMIC CARBON 10K 
ADJ, CERAMIC CARBON 4.7K 
ADJ, CERAMIC CARBON IK 
ADJ, CERAMIC CARBON 3.3K 
ADJ, CERAMIC CARBON 10K 


1 

I R1701 

1-249-421-11 

CARBON 

2.2K 

5% 

1/6W 

I R1702 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R1703 

1 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 


CONNECTOR 


XA1 *1-564-440-11 PLUG, CONNECTOR (2.5MM) 4P 


RV1107 1-228-721-00 
RV1108 1-228-721-00 
RV1109 1-228-725-00 
RV1110 1-228-724-00 


RES, ADJ, CERAMIC CARBON 2.2K 

RES, ADJ, CERAMIC CARBON 2.2K 

RES, ADJ, CERAMIC CARBON 22K 

RES, ADJ, CERAMIC CARBON 10K 


************************************************************** 

*1-615-484-11 Z BOARD 
******* 


TRANSFORMER 


JACK 


T1101 

1-235-386-11 

FILTER 

, BAND PASS 


I J001 

1-507-806-00 

JACK 





T1102 

1-235-387-11 

FILTER 

, BAND PASS 


| J002 

1-507-940-21 

JACK, 

AV 




T1103 

1-235-400-11 

FILTER 

, LOW PASS 

(L.P.F) 

I 0003 

1-507-940-21 

JACK, 

AV 




T1104 

1-231-726-00 

FILTER 

, LOWPASS 



1 







T1105 

1-231-726-00 

FILTER 

, LOWPASS 



1 

1 

RESISTOR 






CONNECTOR 




| R001 

1-244-851-51 

CARBON 

120 5% 








I R002 

1-244-851-51 

CARBON 

120 5% 


XI 

*1-564-353-00 

PLUG, 

CONNECTOR 

(2.5MM) 

2P 

1 







X2 

*1-564-354-00 

PLUG, 

CONNECTOR 

(2.5MM) 

3P 

1 

CONNECTOR 





X3 

*1-508-765-00 

3P PLUG (M) 



1 







X4 

*1-564-440-11 

PLUG, 

CONNECTOR 

(2.5MM) 

4P 

1 Z1 

*1-564-442-11 

PLUG, 

CONNECTOR 

(2.5MM) 

6P 

X5 

*1-564-442-11 

PLUG, 

CONNECTOR 

(2.5MM) 

6P 

1 Z2 

*1-564-441-11 

PLUG, 

CONNECTOR 

(2.5MM) 

5P 







1 Z3 

*1-564-440-11 

PLUG, 

CONNECTOR 

(2.5MM) 

4P 

X6 

*1-564-444-11 

PLUG, 

CONNECTOR 

(2.5MM) 

8P 

1 Z4 

*1 -564-440-11 

PLUG, 

CONNECTOR 

(2.6MM) 

4P 

X7 

*1-564-440-11 

PLUG, 

CONNECTOR 

(2.5MM) 

4P 

1 








1/2W 

1/2W 


l 
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Ref.No 

Part No. 

Description 


Remark 

|Ref.No. 

Part No. 

Description 



Remark 


*A-1394-058-A 

V BOARD, 

COMPLETE 



I C4311 

1-123-318-00 

ELECT 

33MF 

20% 

16V 



******************* 



| C4312 

1-106-196-00 

MYLAR 

0.01MF 

10% 

100V 







| C4314 

1-123-356-00 

ELECT 

10MF 

20% 

25 V 


*1-528-166-11 

BATTERY, 

LITHIUM (BUTTON 

TYPE) 


| C4315 

1-101-006-00 

CERAMIC 

0.047MF 


50V 







| C4316 

1-101-006-00 

CERAMIC 

0.047MF 


50V 


CAPACITOR 




1 












| C4318 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4002 

1-108-849-00 

MYLAR 

0.1MF 

10% 

50 V 

I C4319 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4003 

1-102-947-00 

CERAMIC 

10 PF 

5% 

50V 

| C4321 

1-124-445-00 

ELECT 

100MF 

20% 

16V 

C4004 

1-102-947-00 

CERAMIC 

10PF 

5% 

50V 

I C4322 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4006 

1-123-307-00 

ELECT 

100MF 

20% 

6.3V 

I C4323 

1-102-947-00 

CERAMIC 

10PF 

5% 

50V 

C4009 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

1 












I C4324 

1-102-947-00 

CERAMIC 

10PF 

5% 

50V 

C4010 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

| C4325 

1-102-947-00 

CERAMIC 

10PF 

5% 

50V 

C4011 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

| C4342 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4012 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

| C4343 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4013 

1-101-006-00 

CERAMIC 

0.047MF 


50 V 

| C4344 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4014 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

1 












| C4345 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4015 

1-101-006-00 

CERAMIC 

0.047MF 


50 V 

I C4346 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4016 

1-101-006-00 

CERAMIC 

0.047MF 


50 V 

| C4347 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4017 

1-125-339-00 

DOUBLE LAYERS IF 


5.5 V 

| C4348 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4018 

1-108-614-91 

MYLAR 

0.001MF 

10% 

100V 

I C4349 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4022 

1-131-382-00 

TANTALUM 

6.8MF 

10% 

6.3V 

1 












I C4350 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4023 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

| C4351 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4024 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

I C4352 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4025 

1-108-845-00 

MYLAR 

0.047MF 

10% 

50V 

I C4353 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4026 

1-123-607-00 

ELECT 

0.1MF 

20% 

50V 

I C4354 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4027 

1-124-445-00 

ELECT 

100MF 

20% 

16V 

1 












I C4355 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4030 

1-123-380-00 

ELECT 

IMF 

20% 

50 V 

| C4356 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4102 

1-123-298-00 

ELECT 

470MF 

20% 

6.3V 

I C4357 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4103 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

| C4358 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4104 

1-102-973-00 

CERAMIC 

100PF 

5% 

50V 

I C4359 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4201 

1-124-445-00 

ELECT 

100MF 

20% 

16V 

1 












I C4360 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4202 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

I C4361 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4203 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

| C4362 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4205 

1-108-614-91 

MYLAR 

0.001MF 

10% 

100V 

| C4363 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4206 

1-108-630-91 

MYLAR 

0.022MF 

10% 

100V 

I C4364 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4207 

1-102-978-00 

CERAMIC 

220PF 

5% 

50V 

1 












I C4365 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4208 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

| C4366 

1-124-445-00 

ELECT 

100MF 

20% 

16V 

C4209 

1-102-880-00 

CERAMIC 

15PF 

5% 

50V 

| C4367 

1-124-445-00 

ELECT 

100MF 

20% 

16V 

C4210 

1-101-999-00 

CERAMIC 

10PF 

0.5PF 

50V 

| C4368 

1-124-445-00 

ELECT 

100MF 

20% 

16V 

C4211 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

I C4369 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4212 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

1 












| C4370 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4213 

1-102-937-00 

CERAMIC 

4PF 

0.5PF 

50V 

| C4374 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

C4214 

1-101-880-00 

CERAMIC 

47PF 

5% 

50V 

I C4375 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

C4216 

1-108-614-91 

MYLAR 

0.001MF 

10% 

100V 

I C4376 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

C4217 

1-108-614-91 

MYLAR 

0.001MF 

10% 

100V 

I C4377 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

C4302 

1-108-849-00 

MYLAR 

0.1MF 

10% 

50V 

1 












I C4378 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

C4303 

1-123-318-00 

ELECT 

33MF 

20% 

16V 

I C4380 

1-102-074-00 

CERAMIC 

0.001MF 

10% 

50V 

C4304 

1-124-445-00 

ELECT 

100MF 

20% 

16V 

I C4382 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4305 

1-124-445-00 

ELECT 

100MF 

20% 

16V 

I C4383 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4306 

1-108-614-91 

MYLAR 

0.00 IMF 

10% 

100V 

I C4384 

1-123-332-00 

ELECT 

47MF 

20% 

16V 

C4307 

1-108-849-00 

MYLAR 

0.1MF 

10% 

50V 

1 












I C4387 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4308 

1-123-318-00 

ELECT 

33MF 

20% 

16 V 

| C4388 

1-101-006-00 

CERAMIC 

0.047MF 


50V 

C4309 

1-124-445-00 

ELECT 

100MF 

20% 

16V 

I C4389 

1-102-121-00 

CERAMIC 

0.0022MF 

10% 

50V 
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C4390 1-108-849-00 MYLAR 0.1MF 10* 50V 


DIODE 

D4002 8-719-108-26 DIODE 1SS101 
D4003 8-719-911-19 DIODE 1SS119 
D4006 8-719-911-55 DIODE U05G 
D4011 8-719-911-19 DIODE 1SS119 
D4012 8-719-911-19 DIODE 1SS119 

D4013 8-719-108-26 DIODE 1SS101 
D4014 8-719-911-19 DIODE 1SS119 
D4015 8-719-911-19 DIODE 1SS119 
D4016 8-719-911-19 DIODE 1SS119 
D4040 8-719-102-68 DIODE RD5.1E-N2 

D4042 8-719-911-19 DIODE 1SS119 
D4043 8-719-102-73 DIODE RD6.2E-N1 
D4044 8-719-911-19 DIODE 1SS119 
D4201 8-719-911-19 OIODE 1SS119 
D4202 8-713-220-00 DIODE 1T32-2 

D4204 8-719-911-19 DIODE 1SS119 
D4205 8-719-911-19 DIODE 1SS119 
D4301 8-719-102-64 DIODE RD4.7E-N1 
D4303 8-719-911-19 DIODE 1SS119 

1C 

IC4001 8-759-104-29 IC UPD78C06AG-013-36 
IC4002 8-759-200-23 IC TC40H139P 
IC4003 8-759-200-23 IC TC40H139P 
IC4005 8-759-913-92 IC MB8416-20LP 
IC4006 8-759-913-92 IC MB8416-20LP 

IC4007 8-759-913-92 IC MB8416-20LP 
IC4008 8-759-303-26 IC HN613128P-G25 
IC4009 8-759-000-02 IC MC14049UBCP 
IC4010 8-759-240-11 IC TC4011BP 
IC4011 8-759-900-02 IC SN74LS02N 

IC4012 8-759-900-04 IC SN74LS04N 
IC4013 8-759-240-11 IC TC4011BP 
IC4014 8-759-240-69 IC TC4069UBP 
IC4015 8-759-220-00 IC TC40H000P 
IC4016 8-759-913-92 IC MB8416-20LP 

IC4017 8-759-913-42 IC PST520C-2 
IC4101 8-759-920-12 IC 7MS9128NL 
IC4102 8-759-909-04 IC TMS4416-15NL 
IC4103 8-759-909-04 IC TMS4416-15NL 
IC4201 8-759-250-81 IC TC5081AP 

IC4202 8-759-900-76 IC SN74LS76AN 
IC4203 8-759-901-63 IC SN741S163AN 
IC4204 8-759-901-63 IC SN74LS163AN 
IC4205 8-759-901-63 IC SN74LS163AN 
IC4301 8-759-140-66 IC UPD4066BC 

IC4302 8-752-006-00 IC CX20060 
IC4303 8-759-132-40 IC UPC324C 
IC4304 8-752-006-00 IC CX20060 
IC4305 8-759-951-07 IC SN75107AN 


Ref.No. Part No. Description Remark 
COIL 

L4001 1-407-695-00 MICRO INDUCTOR 15UH 
L4002 1-407-695-00 MICRO INDUCTOR 15UH 
L4003 1-407-695-00 MICRO INDUCTOR 15UH 
L4004 1-407-695-00 MICRO INDUCTOR 15UH 
L4005 1-407-695-00 MICRO INDUCTOR 15UH 

L4O06 1-408-444-11 MICRO INDUCTOR 15UH 
L4007 1-408-444-11 MICRO INDUCTOR 15UH 
L4101 1-407-697-00 MICRO INDUCTOR 22UH 


L4102 

1-407-697-00 

MICRO INDUCTOR 22UH 

j 

L4201 

1-409-372-00 

COIL, TRAP 


| 


TRANSISTOR 



Q4001 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4007 

8-729-900-89 

TRANSISTOR 

DTC144ES 


Q4008 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q4009 

8-729-603-50 

TRANSISTOR 

2SC403SP 

]' 

Q4010 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4011 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4012 

8-729-900-89 

TRANSISTOR 

DTC144ES 


Q4013 

8-729-900-89 

TRANSISTOR 

DTC144ES 


Q4014 

8-729-900-89 

TRANSISTOR 

DTC144ES 


Q4040 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4045 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q4046 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4048 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q4101 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4102 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4201 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4202 

8-729-245-83 

TRANSISTOR 2SC2458 


Q4203 

8-729-603-50 

TRANSISTOR 2SC403SP 


Q4204 

8-729-603-50 

TRANSISTOR 

2SC403SP 


Q4205 

8-729-603-50 

TRANSISTOR 

2SC403SP 

| 

Q4302 

8-729-204-83 

TRANSISTOR 2SA1048GR 

| 

Q4303 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4304 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4305 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q4306 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q4307 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q4309 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q4310 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4311 

8-729-245-83 

TRANSISTOR 

2SC2458 

/ 

Q4312 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q4314 

8-729-204-83 

TRANSISTOR 

2SA1048GR 

\ 

Q4315 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4316 

8-729-245-83 

TRANSISTOR 

2SC2458 


Q4317 

8-729-204-83 

TRANSISTOR 

2SA1048GR 


Q4318 

8-729-204-83 

TRANSISTOR 

2SA1048GR 



RESISTOR 



R4002 

1-247-807-00 

CARBON 

100 5% 

1/6W 

R4003 

1-249-421-11 

CARBON 

2.2K 5* 

1/6W 

R4010 

1-247-855-00 

CARBON 

10K 5% 

1/6W 
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KV-25DXR 

RM-727/APM-X3U 



Ref.No. 

Part No. 

Description 



Remark |Ref.No. 

Part No. 

Description 




R4011 

1-247-855-00 

CARBON 

10K 

5 % 

1/6W 

I R4091 

1-247-829-00 

CARBON 

820 

5* 

1/6W 

R4012 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4092 

1-247-843-00 

CARBON 

3.3K 

55! 

1/6W 

R4013 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4101 

1-247-847-00 

CARBON 

4.7K 

5* 

1/6W 

R4014 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4104 

1-247-871-00 

CARBON 

47K 

55! 

1/6W 

R4015 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

| R4105 

1-247-871-00 

CARBON 

47K 

5* 

1/6W 

R4016 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4106 

1-249-421-11 

CARBON 

2.2K 

55! 

1/6W 

R4017 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

| R4107 

1-247-841-00 

CARBON 

2.7K 

55! 

1/6W 

R4019 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

| R4108 

1-247-865-00 

CARBON 

27K 

55! 

1/6W 

R4021 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4201 

1-247-831-00 

CARBON 

IK 

55! 

1/6W 

R4024 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4202 

1-249-421-11 

CARBON 

2.2K 

55! 

1/6W 

R4025 

1-247-871-00 

CARBON 

47K 

5% 

1/6W 

1 R4203 

1-247-843-00 

CARBON 

3.3K 

55! 

1/6W 

R4026 

1-247-815-00 

CARBON 

220 

5% 

1/6W 

1 R4204 

1-247-849-00 

CARBON 

5.6K 

55! 

1/6W 

R4027 

1-247-827-00 

CARBON 

680 

5 % 

1/6W 

I R4205 

1-247-873-00 

CARBON 

56K 

55! 

1/6W 

R4028 

1-247-815-00 

CAR80N 

220 

5% 

1/6W 

1 R4206 

1-247-799-00 

CARBON 

47 

5 % 

1/6W 

R4029 

1-247-827-00 

CARBON 

680 

5% 

1/6W 

I R4207 

1 

1-247-817-00 

CARBON 

270 

5% 

1/6W 

R4039 

1-247-210-00 

CARBON 

56 

5* 

1/2W 

I R4208 

1-247-862-00 

CARBON 

20K 

5 % 

1/6W 

R4040 

1-247-855-00 

CARBON 

10K 

5* 

1/6W 

I R4209 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

R4041 

1-247-819-00 

CARBON 

330 

5* 

1/6W 

1 R4210 

1-247-863-00 

CARBON 

22K 

5% 

1/6W 

R4043 

1-247-871-00 

CARBON 

47K 

5* 

1/6W 

I R4211 

1-247-865-00 

CARBON 

27K 

5 % 

1/6W 

R4045 

1-247-855-00 

CARBON 

10K 

55! 

1/6W 

I R4212 

1-247-823-00 

CARBON 

470 

5 % 

1/6W 

R4048 

1-247-807-00 

CARBON 

100 

5* 

1/6W 

1 R4213 

1-247-819-00 

CARBON 

330 

5% 

1/6W 

R4049 

1-247-847-00 

CARBON 

4.7K 

55! 

1/6W 

1 R4214 

1-247-855-00 

CARBON 

10K 

5 % 

1/6W 

R4050 

1-247-855-00 

CARBON 

10K 

5* 

1/6W 

1 R4215 

1-247-843-00 

CARBON 

3.3K 

5 % 

1/6W 

R4051 

1-247-819-00 

CARBON 

330 

5* 

1/6W 

I R4217 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

R4052 

1-247-859-00 

CARBON 

15K 

5% 

1/6W 

1 R4218 

j 

1-247-847-00 

CARBON 

4.7K 

5* 

1/6W 

R4053 

1-247-855-00 

CARBON 

10K 

55! 

1/6W 

1 R4220 

1-247-819-00 

CARBON 

330 

55! 

1/6W 

R4056 

1-247-819-00 

CARBON 

330 

55! 

1/6W 

I R4301 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

R4057 

1-247-847-00 

CARBON 

4.7K 

55! 

1/6W 

I R4302 

1-247-807-00 

CARBON 

100 

5% 

1/6W 

R4058 

1-247-855-00 

CARBON 

10K 

55! 

1/6W 

| R4304 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

R4061 

1-247-831-00 

CARBON 

IK 

55! 

1/6W 

| R4305 

j 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

R4062 

1-247-831-00 

CARBON 

IK 

55! 

1/6W 

| R4306 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

R4063 

1-249-421-11 

CARBON 

2.2K 

55! 

1/6W 

I R4308 

1-247-853-00 

CARBON 

8.2K 

5 % 

1/6W 

R4064 

1-247-875-00 

CARBON 

68K 

5% 

1/6W 

I R4309 

1-247-807-00 

CARBON 

100 

5* 

1/6W 

R4065 

1-247-897-00 

CARBON 

560K 

55! 

1/6W 

I R4310 

1-247-841-00 

CARBON 

2.7K 

55! 

1/6W 

R4066 

1-214-970-00 

METAL 

1.8M 

1% 

1/4W 

| R4311 
j 

1-247-853-00 

CARBON 

8.2K 

55! 

1/6W 

R4068 

1-247-855-00 

CARBON 

10K 

5 % 

1/6W 

I R4312 

1-247-833-00 

CARBON 

1.2K 

5* 

1/6W 

R4069 

1-247-807-00 

CARBON 

100 

5 % 

1/6W 

1 R4313 

1-247-847-00 

CARBON 

4.7K 

5* 

1/6W 

R4070 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

I R4314 

1-247-833-00 

CARBON 

1.2K 

55! 

1/6W 

R4071 

1-247-879-00 

CARBON 

100K 

55! 

1/6W 

I R4315 

1-247-859-00 

CARBON 

15K 

556 

1/6W 

R4072 

1-247-807-00 

CARBON 

100 

5% 

1/6W 

I R4316 

1 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

R4073 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

I R4317 

1-247-807-00 

CARBON 

100 

55! 

1/6W 

R4077 

1-247-831-00 

CARBON 

IK 

5 % 

1/6W 

| R4318 

1-247-833-00 

CARBON 

1.2K 

55! 

1/6W 

R4078 

1-247-879-00 

CARBON 

100K 

5% 

1/6W 

I R4319 

1-247-847-00 

CARBON 

4.7K 

55! 

1/6W 

R4079 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4320 

1-247-847-00 

CARBON 

4.7K 

55! 

1/6W 

R4080 

1-247-809-00 

CARBON 

120 

5% 

1/6W 

I R4322 

1-247-823-00 

CARBON 

470 

55! 

1/6W 

R4081 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4323 

1-247-807-00 

CARBON 

100 

55! 

1/6W 

R4082 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

1 R4324 

1-247-829-00 

CARBON 

820 

55! 

1/6W 

R4083 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

1 R4325 

1-249-421-11 

CARBON 

2.2K 

55! 

1/6W 

R4084 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4326 

1-247-827-00 

CARBON 

680 

55! 

1/6W 

R4085 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4327 

1-247-823-00 

CARBON 

470 

55! 

1/6W 

R4086 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

1 R4328 

1-247-823-00 

CARBON 

470 

5* 

1/6W 

R4088 

1-247-885-00 

CARBON 

180K 

5% 

1/6W 

1 R4329 

1-247-847-00 

CARBON 

4.7K 

55! 

1/6W 

R4090 

1-247-855-00 

CARBON 

10K 

5% 

1/6W 

I R4330 

1-247-807-00 

CARBON 

100 

55! 

1/6W 


Remark 
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Ref.No. 

Part No. 

Description 


Remark |Ref 

No. Part No. 

Description 

Remark 

R4331 

1-247-823-00 

CARBON 

470 

5* 

1/6W 

1 

CONNECTOR 


R4332 

1-247-807-00 

CARBON 

100 

5% 

1/6W 

1 




R4338 

1-247-853-00 

CARBON 

8.2K 

5% 

1/6W 

1 VI 

*1-564-440-11 

PLUG, CONNECTOR (2.5MM) 4P 


R4339 

1-247-807-00 

CARBON 

100 

5% 

1/6W 

| V2 

*1-564-446-11 

PLUG, CONNECTOR (2.5MM) 10P 


R4340 

1-247-841-00 

CARBON 

2.7K 

5 % 

1/6W 

| V 3 

*1-508-766-00 

4P PLUG (M) 








| V4 

*1-564-353-00 

PLUG, CONNECTOR (2.5MM) 2P 


R4341 

1-247-853-00 

CARBON 

8.2K 

5% 

1/6W 

| V5 

*1-564-442-11 

PLUG, CONNECTOR (2.5MM) 6P 


R4342 

1-247-833-00 

CARBON 

1.2K 

S% 

1/6W 

1 




R4343 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

| V6 

*1-564-440-11 

PLUG, CONNECTOR (2.5MM) 4P 


R4344 

1-247-859-00 

CARBON 

15K 

5% 

1/6W 

1 V7 

*1-564-354-00 

PLUG, CONNECTOR (2.5MM) 3P 


R4345 

1-247-843-00 

CARBON 

3.3K 

5% 

1/6W 

| V8 
| 

*1-564-441-11 

PLUG, CONNECTOR (2.5MM) 5P 


R4346 

1-247-807-00 

CARBON 

100 

5t 

1/6W 

1 

OSCILLATOR 


R4347 

1-247-833-00 

CARBON 

1.2K 

5% 

1/6W 

1 




R4348 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

I X4001 1-567-192-11 

OSCILLATOR, CERAMIC 


R4349 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 




R4350 

1-247-823-00 

CARBON 

470 

5% 

1/6W 

|************************************************************** 

R4352 

1-247-807-00 

CARBON 

100 

5% 

1/6W 

i 

1 

MISCELLANEOUS 


R4353 

1-247-823-00 

CARBON 

470 

5 % 

1/6W 

1 

************* 


R4354 

1-247-807-00 

CARBON 

100 

5% 

1/6W 

1 




R4361 

1-247-833-00 

CARBON 

1.2K 

5% 

1/6W 

1 

A.1-230-212-11 

RESISTOR ASSY, HIGH-VOLTAGE 


R4362 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 

A. 1-417-125-11 

SELECTOR, ANTENNA 








1 

A. 1-451-255-11 

DEFLECTION YOKE (SY-164) 


R4363 

1-247-859-00 

CARBON 

15K 

S% 

1/6W 

1 

1-452-032-00 

MAGNET, DISK; 10MM i 


R4364 

1-247-807-00 

CARBON 

100 

5% 

1/6W 

1 

1-452-094-00 

MAGNET, ROTATABLE DISK; 15MM sf 


R4365 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 




R4366 

1-247-853-00 

CARBON 

8.2K 

5% 

1/6W 

1 

1-452-146-21 

MAGNET, BMC 


R4367 

1-247-833-00 

CARBON 

1.2K 

5% 

1/6W 

1 

A-l-452-351-11 

NECK ASSY, CRT (NA302) 








1 

*1-557-261-11 

CABLE, P-P 


R4368 

1-247-833-00 

CARBON 

1.2K 

5% 

1/6W 

1 

A. 1-557-761-11 

CORD, POWER 


R4369 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 

A.l-561-347-11 

OUTLET, AC 


R4370 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 




R4371 

1-247-847-00 

CARBON 

4.7K 

5% 

1/6W 

1 

1-562-684-11 

SOCKET, DIN 6P 


R4372 

1-247-843-00 

CARBON 

3.3K 

5 % 

1/6W 

1 










I L901A.l-426-059-21 

COIL, DEGAUSSING 


R4377 

1-247-831-00 

CARBON 

IK 

5% 

1/6W 

I L902A.1-426-059-21 

COIL, DEGAUSSING 


R4378 

1-247-841-00 

CARBON 

2.7K 

5* 

1/6W 

I T901A.1-439-339-12 

TRANSFORMER ASSY, FLYBACK 


R4380 

1-247-805-00 

CARBON 

82 

5 % 

1/6W 

I V901A.8-736-652-05 

CRT (A64JKJ10X) 


R4382 

1-247-843-00 

CARBON 

3.3K 

5 % 

1/6W 

1 




R4383 

1-247-833-00 

CARBON 

1.2K 

5* 

1/6W 

|************************************************************** 

R4384 

1-247-831-00 

CARBON 

IK 

5* 

1/6W 

i 

1 

ACCESSORIES AND PACKING MATERIALS 


R4385 

1-247-855-00 

CARBON 

10K 

5* 

1/6W 

1 

********************************* 


R4387 

1-247-819-00 

CARBON 

330 

551 

1/6W 

1 




R4388 

1-247-855-00 

CARBON 

10K 

5* 

1/6W 

1 

Part No. 

Description 

Remark 

R4389 

1-247-859-00 

CARBON 

15K 

5* 

1/6W 

1 










1 

A-1470-705-A 

COMMANDER ASSY (RM-727) 


R4390 

1-247-861-00 

CARBON 

18K 

55! 

1/6W 

1 

1-513-379-00 

CONVERTER (EAC-25) 


R4391 

1-247-847-00 

CARBON 

4.7K 

5* 

1/6W 

1 

1-556-955-21 

CABLE, AUDIO VIDEO 


R4393 

1-247-827-00 

CARBON 

680 

5* 

1/6W 

1 

3-701-631-00 

BAG, POLYETHYLENE 








1 

4-337-844-00 

BAG, PROTECTION 



VARIABLE RESISTOR 



1 

I 

4-374-194-01 

CUSHION (UPPER) (ASSY) 


RV4301 

1-228-724-00 

RES, ADJ, 

CERAMIC 

CARBON 

10K 

1 

4-374-195-01 

CUSHION (LOWER) (ASSY) 


RV4302 

1-228-720-00 

RES, ADJ, 

CERAMIC 

CARBON 

IK 

1 

4-374-402-01 

SHEET, CORRUGATED FIBERBOARD 


RV4303 

1-228-724-00 

RES, ADJ, 

CERAMIC 

CARBON 

10K 

1 

4-374-480-01 

INDIVIDUAL CARTON 


RV4304 

1-228-720-00 

RES, ADJ, 

CERAMIC 

CARBON 

IK 

1 

4-482-111-21 

MANUAL, INSTRUCTION 


RV4305 

1-228-720-00 

RES, ADJ, 

CERAMIC 

CARBON 

IK 

1 

1 

4-482-112-21 

MANUAL, INSTRUCTION 


RV4306 

1-228-721-00 

RES, ADJ, 

CERAMIC 

CARBON 

2.2K 

1 

1 

1 

4-491-213-22 

INSTRUCTION 



NOTE: 


The components identified by 
shading and mark A are critical 
for safety. Replace only with 
part number specified. 
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SPECIFICATIONS 


RM-727 

Remote Commander RM-727 
with 2 size AA batteries 

Connecting cable.1 

Antenna connector (300 ohm to 
75 ohm matching transformer) 
. 1 


APM-X3U 

Side-mounting speakers (Weight ap¬ 
prox. 1.5 kg each) with speaker cords 
. 1 pair 

35 cm 2 (5.4 in 2 ), APM unit 
2 2 

55 cm (8.5 in ), Bass radiator 
unit 


REMOTE COMMANDER 
SPEAKER SYSTEM 



















KV-25DXR 

RM-727/APM-X3U 


1. OPERATION 

1 Turn the Remote Commander face down, press the 
tab and lift the cover. 

2 Place batteries in the Commander with the polarities 
in the correct directions, as illustrated inside the 
case. 

3 Replace the cover. 

Notes 

• Use 2 size AA batteries (IEC designation R6). 

• In normal operation, batteries will last up to half a 
year. If the set does not operate properly, the bat¬ 
teries might be exhausted. Replace all with new 
ones. 

• To avoid damage from possible battery leakage, 
remove the batteries for extended unused periods. 

• Be sure that there are no obstructions between the 
Commander and the TV. 

• Operable range is limited. 



This TV set is capable of receiving normal VHF and UHF 
broadcasts plus cable TV channels. (See “Cable TV 
channel chart” below.) 

Usually the Remote (Alphanumeric) Commander is all 
that is needed to operate the TV set in everyday use. 

ANT/AUX button 



Cable TV channel chart* 

Cable TV systems use letters or numbers to designate 
channels. To tune in a channel, refer to this chart. 


Number on this TV _ 1 5 6 14 15 16 17 

Corresponding CATV channel A-8 A-7 A-6 A B C D 

18 19 20 21 22 23 24 25 26 27 28 29 30 
EFGH I JKLMNOPQ 


31 32 33 34 35 36 37 38 39 . 93 94 

R S T U V W W+1 W+2 W+3. W+57W+58 


95 

96 

97 

98 

99 

100 101 102 . 

. 123 124 125 

A-5 

> 

1 

CO 

1 

< 

A-2 

A-1 

W+59W+60W+61. 

.W+82 W+83 W+84 


Check with your local cable TV company for more com¬ 
plete information on the available channels. 

*The designation of the cable TV channels conforms to the 
EIA/NCTA recommendation. 









2. SCHEMATIC DIAGRAM 
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S2 CHANNAL 2 


S3 CHANNAL 3 


S4 CHANNAL 4 SJ2 ENTER 


S5 CHANNAL 5 


S20 VOLUME HIS26 PICTURE (—11 


!CI CX23040 
REMOTE CONTROL 
ENCODER 


Dl I SE303AY 

TRANSMIT INDICATOR 


Ql 2SCI652 

INDICATOR DRIVE 


m 


R2 0.14V VI 
2.2(0VI JJ 
(i/sw) wfPS 



i-nwoKHn-^f 

mr 7 w 


. DRY BATTERY 
Y SIZE AA 

|(1EC DESIGNATION R6) 
7m 2PCS 3V 


Q3 

DTA144ES 


02 

DTC144ES 



I ffli > rgga ij' 



KEY OUT I | KEY OUT 2 


KEY OUT 4 KEY OUT 5 KEY OUT 6 KEY OUT 7 


_ S238 F 

S23I BACK S239 H 


SII7 LEVELH-HR) SI25 SELECT 

SJ I8 LEVELH(L) _ 

S254 N 


J_ S209 

2_ S2I0 


5225 I _ 

5226 0 S234 A 

_ S236 D 

5227 P S235 S 


_S2 4I K 

S234 A S242 L 


S257 ■ 

S260 SPACE 


[ S237 F | S245 $ | S253 B | _| 

• Voltages and waveform are for when | SI 1 button is 
pressed. 

• Voltages in ( ) are taken with button not pressed. 































































































5. EXPLODED VIEW 

5-1. REMOTE COMMANDER RM-727 



NOTE: 

• Items with no part number and no des¬ 
cription are not stocked because they 
are seldom required for routine service. 

• The construction parts of an assembled 
part are indicated with a collation 
number in the remark column. 


Items marked " * “ are not stocked since 
they are seldom required for routine 
service. Some delay should be anticipated 
when ordering these items. 


- The components identified 
!| by shading and mark A are 
if critical for safety. 

|| Replace only with part 
number specified. 



P2 x 4 7-685-102-19 

P2.6 x 8 7-685-134-19 



No. Part No. Description Remark 

1 A-I470-705-A COMMANDER ASSY (RM-727) 2-12 

2 4-374-476-01 LID, UPPER 

3 X-4374-130-1 CASE ASSY, UPPER 

4 4-374-477-01 SHEET, RU8BER 

5 *1-616-246-11 RC1 BOARD 

6 *1-616-247-11 RC2 BOARD 


No. Part No. Description Remark 

7 4-356-741-00 SCREW, TAPPING (BIND 2X5) 

8 X-4374-131-1 CASE ASSY, LOWER 10,11 

9 4-374-470-01 PANEL, FRONT 

10 4-350-925-00 TERMINAL (C), BATTERY 

11 4-374-469-01 FOOT, RUBBER 

12 4-374-474-01 COVER, BATTERY 
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NOTE: 

• Items with no part number and no des- • Items marked " * " are not stocked since 

cription are not stocked because they they are seldom required for routine 

are seldom required for routine service. service. Some delay should be anticipated 

• The construction parts of an assembled when ordering these items, 

part are indicated with a collation 

number in the remark column. 


5-2. SPEAKER APM-X3U 

▲ : TA. BV4x12 7-685-661-14 



No. Part No. 

1 X—4907-701—1 

2 *4-907-707-01 

3 8-927-199-00 

4 8-927-189-00 

5 4-907-702-11 

6 4-907-710-01 

7 9-911-847-XX 


Description 


Part No. 


Description 


BOARD ASSY,BAFFLE 
RUBBER.SHIELD 
048A008 

SPEAKER UNIT (060P001) 
HOLDER ,SP 
CABINET 
SPACER.HOLE 


1-536-881-11 

4-907-709-01 


THERMINAL BOARD (SPEAKER) 
BASE 


4-907-703-02 CUSHION.LEG 
4-907-705-01 SPACER 
4-907-701-01 SCREW (A),ORNAMENTAL 
*4-907-706-01 BRACKET,CABINET 


— 118 — 








6. ELECTRICAL PARTS LIST (RM-727) 

NOTE: 


KV-25DXR 

RM-727/A PM-X3U 


RC2 


RC1 


yf 


The components identified by 
shading and mark A are critical 
for safety. Replace only with 
part number specified. 


When indicating parts by refer¬ 
ence number, please include 
the board name. 


Items marked " * " are not stocked 
since they are seldom required for 
routine service. Some delay should be 
anticipated when ordering these items. 


All variable and adjustable resistors CAPACITORS 

have characteristic curve B, unless • MF : jjF, PF : _ppF 
otherwise noted. 


RESISTORS COILS 

• All resistors are in ohms • MMH : mH, UH : >JH 

• F : nonflammable 


Ref.No. Part No. Description 


Remark 


*1-616-247-11 


RC 2 BOARD 
********** 


************************************************************** 


*1-616-246-11 


RC 1 BOARD 
********** 




4-374-471-01 

TERMINAL (A) 

, BATTERY 




4-374-472-01 

TERMINAL (B) 

, BATTERY 




CAPACITOR 




Cl 

1-102-110-00 

CERAMIC 

220PF 

10% 

50V 

C2 

1-102-110-00 

CERAMIC 

220PF 

10% 

50V 

C3 

1-123-586-00 

ELECT 

0. IMF 

20% 

50 V 


DIODE 




D1 

8-719-000-04 

DIODE MC911 




D2 

8-719-000-04 

DIODE MC911 




D3 

8-719-000-04 

DIODE MC911 




D4 

8-719-000-04 

DIODE MC911 




D5 

8-719-000-04 

DIODE MC911 




06 

8-719-000-04 

DIODE MC911 




D7 

8-719-000-04 

DIODE MC911 




D8 

8-719-000-04 

DIODE MC911 




D9 

8-719-000-04 

DIODE MC911 




DIO 

8-719-000-04 

DIODE MC911 




Dll 

8-719-107-82 

DIODE SE303AY 




IC 





IC1 

8-759-909-49 

IC CX23040 





TRANSISTOR 




Q1 

8-729-965-22 

TRANSISTOR 2SC1652 



Q2 

8-729-900-89 

TRANSISTOR DTC144ES 



03 

8-729-900-65 

TRANSISTOR DTA144ES 




RESISTOR 




R1 

1-247-809-00 

CARBON 

120 5% 

1/6W 


R2 

1-247-767-00 

CARBON 

2.2 5% 

1/6W 


R3 

1-247-903-00 

CARBON 

1M 5% 

1/6W 



CRYSTAL 

XI 1-527-476-00 OSCILLATOR, CERAMIC 


119 — 





HARDWARE NOMENCLATURE 


-25DXR 

727/APM-X3U 


Screw: 



'! 

L: Length m mm L 

D: Diameter in mm ^ 

Type of head 

Indicated slotted-head only. 

Unless otherwise indicated, it means 
cross-recessed head (Phillips type). 




Reference 

Designation 

Shape 

Description 

Remarks 

1 SCREWS 

P 

83 

pan-head screw 

bindinr head (B) screw for 
replace>. nt 

PWH 

$3 

pan-head screw with 
washer face 

binding-head (B) screw and 
flat washer for replacement 

PS 

PSP 

8S> 

pan-head screw with 
spring washer 

binding-head (B) screw and 
spring washer for replace¬ 
ment * 

PSW 

PSPW 

flfr 

pan-head screw with 
spring and flat washers 

binding-head (B) screw and 
spring and flat washers for 
replacement 

R 

83 

round-head screw 

binding-head (B) screw for 
replacement 

K 


flat-countersunk-head 

screw 


RK 


oval-countersunk-head 

screw 


B 


binding-head screw 


T 

P 

truss-head screw 

binding-head (B) screw for 
replacement 

F 

S3 

flat-fillister-head screw 

RF 


fillister-head screw 

BV 

83 

brazier-head screw 


Nut, Washer, Retaining ring: 


-Diameter of usable screw or shaft 
Reference designation 


Reference 

Designation 

Shape 

Description 

Remarks 

| SELF-TAPPING SCREWS 

TA 


self-tapping screw 

ex: TA. P 3 x 10 

PTP 

83=3- 

pan-head self-tapping 
screw 

binding-head self¬ 
tapping (TA, B) screw for 
replacement 

PTPWH 

$3=3 

pan-head self-tapping 
screw with washer face 

binding-head self 
tapping (TA, B) screw and 
flat washer for replacement 

PTTWH 

$=3<§> 

pan-head thread-rolling 
screw with washer face 

binding-head (B) screw and 
flat washer for replacement 

SET SCREWS 

SC 

-E3- 

set screw 


SC 


hexagon-socket set screw 

ex: SC 2.6 x 4, hexagon 
socket 

NUT 

N 

-m- 

nut 


WASHERS | 

W 

© 

flat washer 


SW 

-©+ 

spring washer 


LW 

© 

internal-tooth lock 
washer 

ex: LW3, internal 

LW 

© 

external-tooth lock 
washer 

ex: LW3, external 

RETAINING RINGS 

E 

© 

Training ring 


G 

© 

grip-type retaining ring 





Sony Corporation 

— 120 — 



85FE0447-1 
Printed in Japan 
© 1985 


9-963-448-01 





